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To their moſt Secene 
HIG HNESSES 
the Duke ard Dutcheſs 
Regent of Mocenaand 

 Regio, &c- 

Ardinal Jur1o Ma- 
ZARINE'SGov:rnment 
of Aﬀa rs, bath deſer- 
.  TVed all the Appluuſes 
that Fame can give. The World 
bath" admired him as the ProduS4 
of 4 Phoenix. Thave writ his 
hoy Þ "Art! "us be hath" been 
thr\Splen#lour of our Pipes”, I 
think it -proper t) bring hin to 
the F eet 'of your Hi, bntſſes of 
Eſte, who are the meſt [plendid 
A | A:3 Y Or * 


The Fpiſtle Dedicatory. 
Ornaments of all Italy. In the 
Hero:ck Att.ons of þ gre:t 4 
FMiniſter your moſt Se, ene High- 
: cſſes may behold ycur own proper 
Glory ; rake therefore (as I moſt 
humbly ſupplicate ) this teftimony 
(f my obſervznce, with that le- 
nignity which is proprr to the 
Greatneſs of your moſt Seren? 
Family, kmwn for 1bouſanls of 
years to be the true Seminary of 
Hce1ors. There is no room for Pa- 
negyricks m tH.4- ſhort D:ci-ation, 

iether oug/t your Modeſly t) b 
wrouged by my weak Pen, with in- 
fertour. Praiſes to your unexpreſ- 
ſible Merits ;, and tlereſore with 
a moſt Lumble ſt ubmiſſron, askino 
Pardon for this my boldneſs I re 1h," 


Your molt Serene Highneſſes moſt hum- 
bie and moſt oblequious Servant, 
; C4.:t4227 Gnaldo Privy ato. 


em eoecem——— SSR 
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TO THE 


Reader. 


HE HISTORY of the 
Managements of Cardinal 
Julio Mazarine 7s 4 
matter moſt proper «xd 
moſt eurious for Poſteri- 
I. TheRules this man went by wil ſerve 
for 4 mo ff pref abltE x ample to whons- 
ſoever ſha l have the Fortune to pa(s 
thorough the deprees of the like Sphere. 
Hifliries do mention wany Stateſmen 
Pith Applauſe and Veneration, and 
the Managements of the late Cardinal 
Richlieu are Celebrated with more 
then bumane Attributes, as if Nature 
had given him the preeminence of all 
er Graces, 
Without donbt Richlicu was 4 great 
Politicjan, 4 great Mipifter of State; 


and 4 m ay, that for Hu- 
an may truly _ f —_ 


To the Reader. 


wane Prudence France vever had hts 
equal. He kyew, loved, and had in 
ſo wiche 6478 the P4VALIH) of Maza- 
rine, that ofgentimes he has been heard 
to (ay, that this man by his ability and 
his fortune would ſurpaſs not only his 
Mafter, but the moſt (ublime Wits that 
have guided States and Mongrehies. 
Richlieu was ot at all deceived, for 
wherever compares their Ations, ſhall 
xot finde them equal. _ 

Richlieu was a Frenchman, Mini- 
fter of State ts a King in his Majori- 
19, ſtrengthned by Kindred, Frienas, 
and Parties, Marzarine an Italian, 
Miziſter to a King in his Minority, and 
bo & Regent of an emwulons and (u(p:t- 
ed Nation, without Relations, and no 
other friends but his own ſpritely 
W:t. | 

Richlien was at the Helm when 
France was aſſiſted by th:Conjunitions 
of Swedeland, Holland, the Proteſtant 


Princes of Germany, the Royal Hou ſe 
of Savoy,and man) others ; and eu- 


Joyed 


-T othe Reader. 


jajed an entire, obedience of its ſub” 
jelts : , When England naturally e- 
mylons of the Greatneſs of France 
was embroiled by Inteſtine troubles, 
and when there was 4 perjer Corre- 
{poxdency with Pope Urban VIIE 

.. Mazarine: governed in 4 time that 
Holland was reconciled to Spain, that 
the major part of the Princes of the 
Empire had deſerted the Cauſe, the 
divedes abated iz their Power,theEng - 
liſh become if A by their Vi- 
coriess, Tn the heat of the Revolutions 
of the Kingdom, Perfecuted by the 
Prences of the blood,by the major part 
of the Grandeesz by the Parlia- 
ments and by the People, , aud under 


the-Pontificate of Innocent. X, zttle. 


. 


affecting his Perſon. ; 


'\Richlieu, aded with. Kegour, and 


with too-high Preterſions, ending his 


life in, no g00d opinion with the King. 


his Maſter, \ diſeuſted with h15..%a 
Aims, and left the Warre unquen- 


ched. | . 
A5 Mazarine, 
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To the Reader. 


Mazarine deported himſelf with 
Aſfability and kindneſs, and exerciſed 
Humanity more then Anſterity. He 
a:ed in compleat favour with their Ma- 
telties, who lamented his loſs with 
' tears, and was hemailed by his very 
Enemics, He gave his King 4 great 
Queen for his Wife, and with her the 
Peace ſo longed for by the Kingdom ; 
with ſo great advantages, and ſo much 
Reputation, that the moſt Chriſtian 
King Lewis XIV. may rightly be in- 
fyled the Great , being that France 
hath never had greater ſirength inFor- 
ces, nor 4 greater King for Valony, 
and all other Eminent Vertnes, The 
Reader will paxdon the feeblene(s of 
my Pen, if it hath not ſufficieatly ex- 
preſſed the merits of ſo preat a man 
' for his Aftions, havin Treagke forth 
Effetts above the order of Natyye,would: 


require a Style Supernatural, not to ſay 
Dvine,to celebrate them, 


The 


CAR Te av ww, 
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The HISTORY of the 


Managements of Cardinal 
MAZARINE. 


Lib. I. 
E was born in the 
Year 1602,at Piſcins 
in Abruzzo the 14th, 
| day of Fuly, fon of 
Peter Mazarine, and 
Hortenfia Buffalini. 

In his Infancy he was inſtructed 
in the Rudiments of that tender 
Age, and by little and little in all 
thoſe Exerciſes befitting a Gencle- 
man. 

In the Jeſuits Colledge at Rome 
he ſo cultivated his Underſtanding, 
that the vivacity of his Wit, and 
the ſublimity of his elevated Mind, 

* ſhined forth even to Admiration- 


| is courſe in Phi- 
: He compleated his cou rc 


— 


2 The Þiftofy of 
toſophy,” at the Age of 17. main- 
taining Concluſions in the moR 
ſubtile Points, to the Wonder of 
all men, 

His courageous heart began to 
be inflamed | with :defite of new 
things, and to {ce and be informed 
of the Manners and Qualities of fo- 
rein Nations z for that purpoſe he 
accompanied Doy Gifolamo Colonna, 
{how a Cardinal) into Spain, and 
togerher. with him ſtudied the Law 
in the Univerſity of Alcala, and 
in a ſhort time he became perfect in 
the Spaniſh Tongue. While he was 
intent upon; his Studies, it hapned 
that his father, being accuſed . of a 
certain Homicide, was in ſome 
trouble, and having no other ſons, 
(for. Alexander the younger brother 

was become a Dominican) ſo that 
he-was obligedto return'to afliſt his 
father in his troubles, where he ar 
' rived with all diligence; and be- 
Mirred himſelf in his Defence ( ef. 
| icaciouſly, 
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Cardinal MAZARINE. 3 
fcaciouſly,that he was clear'd from 


his accuſations. TH 

He had no ſobner Accomplithed 
the Age of 20 /years, when as his 
Heroick Gears excited him to the 
de{ite of Armes, an1 being favour- 
ed by the Houſe of Colowna, he 
obtained ro be choſen Captain Lieg- 
tenant of the Colonels Company 
in the Regiment of the Prince of 
Paleflriad , be led his Company t9 
Milan, where he came acquainted 
with Giovanni Franceſco-Sarchetti, 
Commiſſary General of the Popes 
Souldiers, ſent to take poſſeſſion of 
the Yaltoline ; and in the manage- 
ment of divers ſmaller Afﬀairs he 
made appear fo much Ability,  thac 
he was {ſoon-etnployed ir matters of 
ereater moment, performing them 
to the emire fatisfaftion of thoſe 
who employed him, and of the 
parties with whom he 'Negoti- 
ated, Canes 


He made a Relation of the -Oc- 
Ccur- 


The Hiſtojy of 
currences in the .Yaltoline, full of 
ſuch exquiſite Obſervations, that 
Torquato Conti , General of the 
Popes Forces, ſent them to his Ho- 
lineſs, that peruſed them with much 
ſatisfaftion and commendation of 
Mazarine, Who by his ſweet carri- 
age, and by Gaming,in which For- 
tune was very ſayourable to him, 
he increaſed his acquaintance with 
great: men, and gained the good 


will and eſteem of all that conyerſed 
with him. 


The Pope afterwards being def1- | 


rous to disburden himſelf of the 
cbarge of the Warre, ſent Giovanni 
Ginetti, brother to the Cardinal of 
that name, to the aforeſaid General 
Conti, and ro Commiſſary $accherti, 
with order to disband the Soyldi- 
ers, which being done,Contj return- 
ed 18to. Germany, aud the two Bro- 
thers Sacchetti retired to Fano 

where Cardinal Saccherr; was Bi- 


ſhop, Mazarine being their great 
riend 


A mn 


fri 


Cardinal MAZARINE. 5$ 
friend and familiar Acquaintance 
accompanied them. | 

The Cardinal was made Legate 
of Ferrara, and Superintendent of 
the Military Forces of that . Go- 
vernment ; Giovanni Franceſco Sac- 
chetti being bred a Soulider, com- 
mandedthe AGlitis, and took Mazs- 
rine along with him, in whom he 
confided above all others. , | 

Giovanni Franceſco afterward re- 
trning-to Rome, Mazarine went al- 
ſo along: with him, and endeavou- 
red by - all means to enter into the 
Service of Cardinal Antonio the 
Popes Nephew, knowing how ge- 
nerous and obliging he was towards 
his Servants, 'but' he was hindered 
by the malice - of. choſe that envied: 
his Endowments. 

He ftrove likewiſe to put himſelf 
into the Court of Cardinal Fraxce- 
feo , but there alſo he received little 
encourageinent, ' that Cardinal nor 
being inclined to favour ſo Aſpiring 
2 Wit, Per- 


6 -* * TheHillozyol 
|  _ -- Perceiving therefore that. he had 
no luck in that Gourt,' ahd having 
fail'd-6f making his! :Fortutne by his 
Sword, he returned againto his Stu- 
dies z declaring that Virtue, al- 
though ſhe be (uppreſled by Envy, 
yet he -is always Maſter who pol- 
feſſeth her, | nor canithe be taken a- 
way 'by any thing but Death,which 
levels al, men. - 
In a years time: he. made a-great 
progreſs in-the.\ſtady-of the:Laws, 
Hnproving ſtill bis Friendſhip: with 
the Family: of Sachetti; Be 
In ithe. mean while the war of 
Mantua brake out by the death of 
Duke'Ymcenzo laftof' that: Line ; 
whereuponthe Pope tzeſolved:tg di- 
{patch Giovanni Franceſco Sazhetti to 
Milan, With whom likewiſe wenr 
Mazarint, who quickly introduced 
hiraſelf. into the management of 
thoſe weighty publick Negotiati- 
ons, with intire. ſatisfa&ion_ of $a- 


ch:tti, and of all that treated with 


him, 
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© Cardinal MAZARINE. 9 = 


bim, having a Genius ſo applicable 
to the humour of all Nations, . that 
when he.negotiated with the Mini- 
ſters of Spar#;he knew' how to form 
himſelf co their garb, and wich the 
Frenchmen according to their modes 
but withall he had ſo pleaſing a 
mannerin his Diſcourſe, accompa- 
nied with ſo modeſt a Civility, chat 
every one was ambitious of hisCon- 
verſation, 

The oecafion being come (which. 
[ call Fortune) that Sachetti was to 
depart for Rome by reaſon of his In- 
diſpoſition, and :afterwards by the 
death of one of his Brochers, the Su- 
perintendency of all choſe Afﬀairs 
was by him (in:his abſence) lefr 3n 
the hands of Aazarizc, by which 
means'/he hail a targe Field ro give 
prodf of his Parts and Capacity, ad- 


vertizing conrimually 'the Court of 


Rome of what paſſed,” by Letters {0 


1 indired and reliſhing, that the 


Pope greatly delighting 10 — 
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WW. with his acute Diſcourſe, and judg- 


$ The Diftozy of 
ſolved to continue him in his Ser- | e 
vice, omitting to ſend any other in Þ 
the place of Sacherti, whe was gra- | {1 
ced by His Holineſs with the Go- | a 
vernment of his Houſe, which Place Þ m: 
was vacant by the death of Sachett: $0 
his brother lately deceaſed. 

The rumours of the War after- || d* 
wards increaſing, Urban deliberated Þ V! 
to ſend Cardinal Antonio his Ne- | 4 
phew,Apoſtolical Legate into Pe- 
mont, and gave him Monſignor Pan- | 7 
ziroli for bis Coadjutor, with the 0 

Title of N#untio, wh was afterward | 


Cardinal and Secretary of State in 
the Pontificate of Iznocent X. 
Mazarine having notice of this, 
went in all haſteto Bologxs,to inform 
the Cardinal of what had pa(s'd, and 
from thehce to Rome, to give His 
Holineſs a diſtin Account of all 


thoſe Negotiations, with due R «- 
Hexions thereupon, 


The Pope was highly ſatisfied 


ed 


Po 
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' Cardinal MAZARINE. 9 


ed itneceſſary. to make uſe of him» 
45 one who beſides his being well in- 
ſtructed in all things, had already 
acquired great credit and eftceem a- 
mongſt them, with whom he had ne- 
FoGared ; wherefore he-diſparch'd 

im back to Cardinal Antonio, Or- 
dering him to make uſe of his Ser- 
vice, having found him capable of 
all Imployment, 

He found the Cardinal ſtill at 
Bologna, and in a long Diſcourſe to- 
gether, HisEminency reſted ſo high- 
ly ſatisfied , that immediately he 
ſent him.to Count Collalte,the Em- 
perours General, who: quarter'd at 
St. Benedetto in the Territories of 
Mantua. He infinuated himſelf fo 
far into the fayour of the ſaid 
Count, that having diſpatched Pic- 
colominj for ſome; Aﬀair to:Cardinal 
Antonio, gave him 'to underftand, 
that he was (o well ſatisfied with 
Mazarine,that he would rather treat 


with bim chen with-any other, Ge- 
claring 


< Ris _ "8 
Wo % 

4 - . . 

= er ww = | #, 

S* , * 3 o 

5 » © 4 . 
$ F . 

: - © 


claring himſelf not' at all content 
with the auſtere manner of proceed- 
ing of the Ns#tio Panzirolo. 

-: Imthe mean” time Dop., Gonzales 
de (Cordows 5 Governour' of Milan, 
was gone with the: Spaniſh Armny to 
befiege Caſal in Monferar, but with 
ll ſaccels ; for that place being well 
fortified;and well defended by Mon- 
ſieur de Toiras, held olit fo Jong, 'till 

che French'Army paſſing the Apes, 

it behoved the Spaniards to quit the 


web 36 , to 

Siege and retire, | ſy 
"The Catholick King; mach jun- | c 

ſatisfied with Don Gonzales; recal- 

led himvineo Spajn, and'(ſem thither | , 


Governour and Captain General 
Marqueſs Ambroſio Spinsl, 'the fa- 
mons Souldicr inthe Warres of 
Flinderg23t)i, fnigad ids no) 

In the'mean-While'the Pope and 
the Cardinal” Legate”hicacion ſly 
endeavour'd” to divert the av- 
proacbing-ruine of Italy, by ek. 
mg at Actoinniodation.” 'Afas 4* 


rine 


T cardinal; MAZARINE. rn 


[rjne was before all others e 
"and knowing how to lay 


mployed, 
hold on 
the occaſion, laboured to ingratiate 
himſelf with all parties, and 
amongſt the reſt he captivated the 
g00d-will of Charles Emanuel the 
potent Duke of Savey, in ſuch: a 
manner, that that wiſe Prince 
finding him capable of the moſt 
important Afﬀairs, deſired him to 
make a Voyage into France, to en- 
deavour by his perſpicacious Wit 
to prevail - with Cardinal Rzichlen 
to ſtop the French Army from pal\- 
ling over the Mountains. 
Thereupon he went with leave 
of the Cardinal ::Legate and the 
Nuntio to Lioys,": Where Richlies 
was already arrived with the French 
Army, He had conference with 
bis Eminence, , propoſed. divers Ex+ 
edients ,: and aſed all Art to ftop 
im, but all in yain, - | 
This was the firſt time that ever 
Rjichlien (aw Maxzarine,and akhoug! 
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12 . © TheHillozy of 
bis Propoſals were little to his li- 
king,. nevertheleſs he was extream- 
ly... pleaſed with his ſo pertin-nt 
manner of diſcourſe , -affirming 
that he had found-him far beyond 
what he expected ;, ſo that in thoſe 
 _- few days Mdzarine Raid at Lions,he 
= ſo well knew how to deport him- 
5 ſelf with that great Miniſter of 
State, that. he ingrafted himſelf 
deeply in his favour, But failing 
to {erve the Duke as he heartily 
defired, he endeavored at leaſt to 
render him another ſervice of no 
{mall moment, which was to per- 
{wade Prince Thomas his ſon, who 
. was then at Chambery in Savoy, tO 
return into Prement, to avoid an 
open breach with the Crown of 
Franc:, Which his Preſence in thoſe 
parts might occaſion, - 
© The Duke laboured by - all 
means, with the- affiſtance of- the 
Spaniards and Imperialiſts, ro 


OP- 
pole the defignes- of the French ; 
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Matarine had his eye continnally; on 
the Liberty | of - 7#aly, and on the 
Conſervation of Maxtzs at that 


time beſieged 5 which was one of 


his principal Inſtrations z and ſee- 
ing the maintaining Duke Charles 
of Nevers in the poſſeſſion of his 
Hereditary Countreys in 7taly :de- 
pended on the Protection of the 
Fremch, he advertiſed the Mi- 
niſters of the moſt Chriſtian King 
of the powerful Forces of the Con- 
tederate enemies, that Cardinal 
Richlies might opportunely provide 
againſt them, and ſhun the ap- 
proaching danger. To this,and to the 
eaſter Acquiſt of Pjgnerol, Spinola's 
claſhing with che: Duke of Savoy, 
and refuſing to affiſt him in ſuch 
manner as he deſired, did not a little 
conduce ; and was cauſe that he 
died afterward with diſcontent ; and 
that the Imperialiſts. miſſed of 0b- 
taining their defignes. 
The Duke ſcat che Abbot Scag- 
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lis into Spain, to repreſent to the 
Catholick King, that Spinolx giving 
ear to the Propoſitions of the Car- 
dinal Legate for an Accommodcati- 
on, 'octaſton'd all the ill lucceſs, and 
that" the French through his fault 
were got on this fide theMonntains, 
for which the King being full of in- 
dignation againſt Sp;»o/a (in oppo- 


| fition to whom there wanted not 


the Suggeſtions and"Arts of thoſe 
that-envied his Employment) re- 
folved totake from him all Autho- 
rity and Command of the Army, 
which through ſo great: exp-rience 
of his worth-he had conferrd upon 
him, 

Maz4arine-contiftuwing a Mediator 
between each party, demean'd him- 
ſelf with ſuch. exquifite Sagacity, 
and with fo ſweet @ manner of Ne- 
gxtiating', ſometimes with © one, 
ometiwes-with'another;that he ren- 

dred himſelf-” equally -beloved and 
confided-in by all; and contigu- 


ing 


Cardinal MAZARINE. x3 
ing by Play and' Bamiliarit 6 Ao ts A | 
quire every ones Frie 
came \at lengrh' ro - peniaie fr 
the moſt hidden Caballs, and to dif- 
cover the moſt ſecrer Deſigns: H> 
by this means ſeafonably adyiſed the 
Puke: of Mantua's General of the 
Surpriſal; the Imperiallifts'© were 
plotting againſt that City on the 
lide of the Mich: not over careful- 
ly guarded by the Bzfteged,  Spind- 
[ain the mean whale had laid ft:oe 
to Caſal with a moſt Aouriſhing Ar- 
' my, and had begnn very much r9 

ſtreighten ir. Mazarine brought on 
new Treaties, 'and-perſuaded Sp19- 
la to'condeſcennd 'to ſome honourable 
ani honeſt AccommodationHe F6r- 
med a Writing to the (atisFactiqn'of 
the Duke of $avoy,of Spi#ola,and of 
Colalto, and immediatdly went 't© 
find:the King of Frame St, oy 
a, Motidy,\ (who ſtai@ FR Expea? 
ing the- yielding vp of "#312 
0s th by his Fore ual brongh 


back 


1-Ghe viſor of 
Ws FO Ring MAAC he deſi- 


red., 

He recur 3} ;nto: Piement, but 
in thoſe _ days of his abſence the 
face of Aﬀairs being changed by the 
ſurprize of Mantua, as allo by the 
death of .the Dakeof S4woy 3 and 
that Spinola was far advanc'd in the 
ſiege of Caſal, his firſt Projects were 
confounded, and he. was forced to 
mould new ones, with which he 
went back. to the. moſt Chriſtian 
King at /Paris;by order of his Patron 
Cardinal Antonio. - 

.. He was received there with great 
Honour, and demonſtrations of high 

Eſfteca; for his DenihAs and. obtained 

His Nolt's allent to /the - Agree- 

ment, ,with, which he haſten<d to 

find Fittorio Amadeo the new Duke 
of Save) and Collalts, 

BI demonſtrated, 49 them the 
RY En ps to.'the 
them, '(atisfied and 
EACH Byt becaule 
Spinol 4 


Q_ = ff & mw 90 


Spinolic lohÞing aſat, 1eem- 
kay 68 kom himſelf from 


the Treaty Matarine went again 


g and 


- | hinſef the City'ant Caſtle! of Ca- 
ſal might be depoſited in his hands, 
the French retaining ſtil] che Cirta- 
del, promiſing to reſign-up rhe ſaid 
City and Caſtle within the term of 
15 days and” thar Marrs ſhould 
ikewiſe (b=- delivered up to that 
i Duke:for che performance of which 

he " offered in Hoſtage his gwn Son. 
a The'King.of France condefcend- 
ed tothe Propofals of 'Spipola, and 
ave order to his Lieutenants Gene- 
rals to conclude the Treaty ; but in 
the very point of effecting 'it the 
| King of Spain ſent an_ Exprefs, de- 
privife -'Sp;n9lz of all ' Authority * 
At which'he was ſo much calt 
down' and ſtruck with grief, that 
B 2 when 
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when Mazarinereturned to give him 


- an account of his Neponarions and 


how he had accomplithed-what. $pj- 
nola had deſired and propoſed, he 
could get no other | #- a from 
him then theſe two words : 


V. $. es hombre da bien pero, jo 
tambien. 

Your Lorcſhip is an honeft man, 
and I am (o too. 


And thus walkiug. to and fro, and 
ſtamping, he ſhewed himſelf to bc 
agitated - a moſt fierce and ſecret 
grief, Wherefore temporizing with 
artificial Excuſes, he gave no other 
Anſwer thenthe former words often 
reiterated, +8 

in dome Cardinal Antoxig reſol- 
vang to {ee the end of it, with the 
approbation- of the Nuke of $4v0) 


and Collaſto, ſent. back Mazarine to | 


Spinola, who was fick in bed, and 


prevailed ſo much, that "Spinols in | 
the | 


d 


[ 


v _ mW 2 os > ©£l 
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Eerter ia his -hand)-he agoravated 


CardifietMAZARINE. 17 


the end not being able ro reſiſt the 
force of the Reaſons produced by 
Mzz4int; broke out into a-grievous 
{amentation in defence' of bh Ha 
nour - ſaying, 


M' hanno levato I honoye. 
T ot have taken away wy Ho» 


Then calltig one of his Seryants, be 
ordered the King of Spains Letter to 
be brought, by which all. his Power 
kk rover from him, 2ndſhewed it 

AL ering, - that he. might know 
the fetus Ce of his rreſolrtioh, 


and faid again, 


M' hanno 1.wato Þ honore. * 
They have raken away —,# Ho- 
_ nour. . 


Aﬀerwards turning himſelf .to 
theotherfide of the''bed ' ( with the 


vIte B 3 | his 


O 


The 


23 -:The Yifiory; of. - 
his Masfortune; an 
to his Reputaton,, and ing + 

ſo many Seryices, performed by kim 
rothe 1 for 49. years 
together. Rage 


buſineſs being - this p90- 


rown., of Sp; 


dthe injury done 
and the Merit oj 


ſture, Mazarine by.order of Cardi- 
nal:Antonis.cntered; upon. new Ne- 
Th TOLL VieTtog 33  tdo iS | 
gotiations; and propoſed a Suſpenit- 
on of Arms,but Spizol4 being dead, 
and the Marqueſs. di Sante Croce en- 


Feng 
fou 


o 


To 


Colalto, In 
French Army deſcended 
moni, to Lelieve Ceſaland. each\Par- | 
3yrhopigg. to win. by thejs, Arms the | 


advan 


upon . his. Command, who 


e me; 


rae a1 things in on by 
gcath, onthe G-neraly yndetyurat, pL 
GEES lanir has Already Gabler 
xd $0 by the eHaKe; nk Save ard 

- while the 
into Pzie- 


S Was ina ready yay, to be 


decided by them. 
that purpoſe the' French Army | 
advanced within fight of ;the place» | 
6, 1*gx made. ule of; Aas#rjne 
"It6 7348 alſo ? 


place» 


| 
4 
8 
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Carditidl: MAZARINE: tg 
alſo in this occaſion; who flying * 
like Lightening , | now.40 one fide, 
19w:to the other,” behwvad himſelf 
with ſuch mo charin the very 
inſtant that both- Armies weteiran- 
ged in Battaliai ready: to'engage, he 
concluded/the- Peace, to the-general 
ſatisfattionof all: and withvſopreat 
applanſe for: himſelf, :ctiaby "his 
ation the way was-open'd'ro:thoſe 
Grandeurs Which afterwards he- arri- 
vedat, becoming in a-manner ab- 
folute. Maderacor of the greateſt Af- 
_ the/World, 9105 5! 7 

Upon punthg'the Peacainiexecu- 
tion Ts Sabine | by wha. flow. de- 
parture out of rhe Territories” of 
Monferat,' giving ſome-apprehenſi0n 
tothe \Fienzh;, they ' preſently: .con- 
veyed ſdverat Trovps.into the” Qir- 
etof cſal, contrarysto thei! Ar- 
ricles'of: the 'Stipulation,/ 'whereat 
the Duke of Fer: taking Alatm 


 advarſced! parriof the Avg to Fall 


the! French inv.rhett Cifordetly 
B 4 re- 


p 
. » Th 
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29 .:'TheViſtory'of 
* return info-Picywont, Cardinal A7- 
tonis having advice thereof, 1o or- 
derd the matter, | that| Mazarime not 
only; gaye notice-t9 the chict Com- 
manders-of-the French Army, but 
likewiſe by. gentle means delayed 
- Galaſſe- ant Piccelominji, who were 
adyancing: to fight them , ſo that 
the Frepchchad time to retreat with- 
out. any difturbanee. 
With new windings and Nego- 
tiations he finally adjuſted every 
tbing, and» by his means the Peace 
was fully concluded; at /the ; Treaty 
at Chiraſco im which: Mezarine: was 
the perſonthat- by-the Popes order 
negotiated ſecretly: with the. Duke 
of Savoy. -and cauſed him to.deliver 
up Bigfiers)\to: the King of \ France, 
whereat the;Speriards took fo great 
diſtaſte that- calling hin. Travtor 
made'bitter complaints againſt him 
t0:thePope and Cardin or 11t 
who ignorant of the pipes ©. eee? 
SIV<t® Magarine by His Holineſs, 


and 


the private Orders 


, _— Do 


— 
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CardiWl MAZ ARINE. > 
and balievin $ that he'hid* Yonx te 

yohd thoſe of his Pitron; Fe 
fg the' Span/args 'complaints,de- 
nied to'give him Audience, and fol- 
heited the Pops that he 'would*ap- 
poitt'thata, Proceſs might | be drawn 
up againſt him, © --" / 

The Pop? to pleaſe the Citdinal 
his Nephew gives' way-to-it, bur 
underhand encouraged Mazarine not 
to fear any thing; who was ſhunn'd 
and: marmurry « ag4inft-6on”all {1des 
by the 'wicked and lroflow-hearted 
Courtiers ; Truth lying hid, and 
Lizsraking lace, to pleaſe choſe on 


whom they ad Teh danie: 


Ar l-ngth, "being aImited to the 
Aitdience - of | Cardinal "Barbarine, 
with''ſweernds' of langaage and 
Much 'reſpz&" he lamented the 
wrong done him and the ſlender 
Acknowledgments he had received 
10 recomp*nce of all his pains and 
eminent {ervices, p=rformed. to the 
Holy Church and all Maly ; and {0 

Bs cf - 


-1;/The biſtory;of. -- / 


A were hi Reaſons,that the 
Cardinal WAS. MUC mollified-:: bur 

25 there was an Antipathy between 
_ their Gexjus and his malignant. En- 
viers.never ceaſing, to torment him, 
the... averſioa ... he... had ,conceived 
againſt him could never; he:eradica- 
ted; outrof.his heart. 

Mazariye inghe mean time by his 
courteous. carriage and affability 
Pale, Nt kin buſigf: t9- gain, Friends 
| Agquaigeance, , declaring, that 
oo Fortunes did depend :vn. their 
good Fricnds,who are preleryed by 
means. of Services. and Civilites, 


the moſt WP ©: to. .ca- 


Pilyaze mans. (tions, 6*F 


ore: putging ift L PLA tice 
this Maxime,. he: began to peice 
good will. of many; that were;am-. 


bitivus of his Friendſhip, .by which 
means having ar laſt Bay BF all 
opp?Gtions,.; and abated the bitter- 
nels of Burbarine , Thar.Preferment 
Was offered him both by this: Car- 


dinal 


%. 
— « 


dudl.aqd) his brother, Cardinal: Ay-! 
208i, MALTA: jmes he had. 
ſought-after, /and;;could/never abr 
tains and the-Ele&ion. hqingjincþ4s: 
own,power,he chaſe\rarher ©, ſkrye, 
Cardinal, 4nrower! then Frencefn,, 
their Humours ſuiting b&f5s! gg+: 
thers for Antoni, was of @ mMagna- 


higheſt degree, -; . 1,'5] 


nimous ſpirit, and| generous ;in (bs! - 


{1 TRE 


«ThePlace he gave him wagViee-.. 


Treaſurer, , with an Aſhgament of; 
800 Crowns, a year, but HiyEani.! 
nence afterwards having changed 
the Office of Freaſurer ro be Leggr 
of Avignon,declar'd bjm hisAuditoi, 
(ctting .a_ high value: on-/ hind for 
thoſe Afﬀars.; And a; ligle after 
the: Pope willing to give him ſome 
lign of his Ns Ts thankful- 
1h wade him his 'Houſhold /Qha- 
Plain and' Vice-Legat of Amignon, 
and afterward fent; him Nuntio Ex- 
traordivary. into France, to {p3licite 
the moſt Chriſtiaa King for.the Re- 
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ſtitution. 
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11 42.191. Volt Fx } 
24 4 Che viſlory of -- [+ - 
Mitheion of £0rr4in to that Duke ; 
&alſo-to *efideuyour to prevent; rhe” 
Wit "which began to'break'ont be- 
idxtiche'two'Crowns, by the 1or- 
prifull 6 Philip3boure; atid'afterivard 
of yombanich theimprioument 'of 
rfiatEleabe; O1(073013 CLLON 
-"BYt"'beforc he” wentfrom © Rome 
kemirmried two his Siſters, Mar- 
guerit the Elder to Count Grrolamo 
Marthho6&% '6f | Fane, and -Girolama 
the Fotmger" to Loreto © Mancini, 
bottrof them of ancient Families. 
Moaſiznor Mazarine taking bis V oy- 
ave towards France, mi the Quality 
of Apoſtolical-"Nuntio Extraordinary, 
was kindly'received, and (plendid! 
treated, by all the Princes broth 
whoſe Dominions he paſſed , bur 
eſpecially he found an extraordinary 
kind Reception in the Royal Court 
of S aV0). JS £4" 
| No ſooner arrived 'ar' Paris, but 
he revived'his Friendſhip with his 
forger 'Acquaintance, and ſudden- 


” 

» $1 5& & s & ] 
— 
* 
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hon wi with! al he Sided 
Grifdees" of that Contr, in 
particulzely -contradted ' an intimate 
Peepogne = the Count! de Oh4- 
vieny,' pr al Secyetary *of: Stary 
AT hot lity's Great Conft- 
dent'and moſt i itn) ployed: by kim. ! ©! 

The King, | ths Queen, / and 
Bichlieu himſelf, eſteemed him 
highly, and the Cardinal was never 
berter pleaſedthenwhen ay 6ccaſi- 
on offered it- ſelf to:'diſcourſe with! 
the Nuntio, in'whom he admired: 


s the Acutzneſs, Eloquence,and hand-' 


ſom way of repreſentin of buſineſs? 


Chancing oneetofalt fick;the Ring” 


himſelf honoured him with-' x2-Vi- 


lir, e,7 5! | | 
The Popes. Mcdiation for Peace' 
proving in<ffeQual by reaſon of 'the, 
rdo High: Ptetenfions of both Parties; 
ar the” ent/of two' years His ' H6lj-- 
neſs recalled Matzirripes' who nort- 


withſtanding | in his Nuntfature' di4 
not 
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26 _ - TheBiſiow gs): > 
not omit. to. performs many .import- 
por river tor the Holy Sep. He 
went diredtly to 4v1gnon, where he 
ſaid about, {ix Moneths, demeaning 
himſelf. with ſeemly. degorum,. and 
with all affability.; He: figiſbed and 
adjuſted many things, \and /did; not 
negle&to.cultivatea moſt; intumate 
correſpondence with Cardinal R:gh- 
Les,oftentimes preſenting him With t 
divers choice things from 1tgly, ! | N 
.; Finally,.haying obtained leaveto | \ 
return 10, Rae. he! went. by Seas | © 
and having given the Pope and the 4 
Cardinal Nephew. an account of his | 
Negotiations, he was, -xeccived by 
them; With . all - demonſtrations of 


ſteem..!-;; 


- . 


The Pope, who was a Prince of a 
oP underſtancing,! raking delight 
to.giicourle with a.perſon of ſo live- 
ly.4 Wity enricird, mich the:know- 
ledge ot:the, Aﬀairs, of. the. warld,. 

a mitted. him, often ;ro Audience, 
entertaining, him for: many, hours 


- 


Cardigah MAZANINE. 27 
togethet.. Cardinal Zarbarine grow» © 


ing jealays, of ſp, great eſteem, and 


familiarity; -and nos, enduring - thag 
any one ſhould /jpfinyare himſelf « 
far. in bis cles favour, rigorouſly 
forbid him kis., ſq frequent Yilirs, 
and.cajoling Tay. Halineſs -with. his 
Diſcourſes , which * he. had 
wrought upon , gt to. be. 'CONrent 
that Cardinal 4ntozio: might be ho- 
nau WIRY.vY by the, ot Chit ing 

ST Pra 


Crovnaty e great gdilgult rh 
Peer <ag celr Party,. W Q 


ugy og Means 
BIT And; aygid 


to, their, Intereſts 
 progooſticate by. his 
Jdevpuign.,, $0 France. 
je 200K enjoy; the, good 


bk 


MAN” 
- 


KAUR) DL4t, WAS! PEE 
s. -gltections,, web Oh 
_ ioary ability he it ll 


_ 


| 3s -* "hehiojpor 
"ined theRepitation he had meric- 
' WfotthisþoodStrvices towards the 
Holy Sve;, and continued his Prote- 


(S 


i0n-under Cardinal Antonio. Some 
differences happening berwixt | the 
Howe df-ixedici' and Bon Filippo 
Colony tis Mediation they were 
compoſed.” > 
' Andif was nd! fmall | matter h2 
did'in- hindering oreater (diſorders, 
whe "that" unfortunate accident 
Happened of 'the Getitheman'of [rhe 
Horſe10 the Mareſchal #Zf#re the 
French Embaſſadour, ''Byr as' the 
beſt qualified and ableſt' men are 
moſt envied,/atrf moſt Hable ro Per- 
feention' and Malice, fo'be being 
watct'd offevery fide, couldnt ad- 
vane© "himſelf ro! thofe' Honours, 
whicti the Malienirty and Emulation 


- So” hindered '| him- from, 
Whence the King of France percei- 
ving That this Peffo (For belts well 
ieAionated t9 his” Crown ) was 
perſecuted by the Spaniards, and 


clteem- 


Cardinal MAZARINE., 49 - 
eſteeming ira diſhonourable thing 
to keep idle and depreis'an Under- 
ſtanding ſo ſublime, | took-him near 
himſelf, - with” profeſſion 'of- great 
eſteem, and with 'offers'of ſupport; 
honour, and affiſtance.'' ' 

Many other Princes of 1t«ly prof- 
fered him confiderable- advatirages 
in their: Courts.' '7/j1289r10 Amaded 
Duke of | $4voy, 'a very” intellige fe 
Prince, particularly invited 'him 
with much benignity” co his Corr, 
Refolving finally to pals /intoFrence; 
wqwnas, barges inthe begining of 
the:year 1639,” and- arrived Juſt gr 
the time- when ; Father PFaſephi the 
Capucine died, one (for. his great 
Parts and Experience in the A fairs 
of State) imployed with great/affu- 
rance/' by Cardinal: Richlzew dr: ths 
lncrignes- of the; Kingdom, | The 
King had nominated hint to a Car- 
cinalſhip, and his Promotion was 
with! all: earneftneſs follicited by 


Mazarine, whoſe, Fortune: it- was 
| VL. nor 


$2 .1/- TheViſtozpof 
not; tO obtain:the Scarlet for Father 
oſeph, (ecing that the King named 
tm: inſtead of: the-other, - declaring 
by thiSthe great efteemhe had for 
bim, in. preferring himibefore any 
other of his Kingdom, qualifying 
bim beſides with the: Title of his 
Plenipotemiary at ihe Treaty of the 
General Peace, which:Mazarive var 
ted ors then/his Recommendati- 
onto the Cardinalhip, 591510 
Few days: after bis' Arrival in 
France His Majeſty (ene tiaa Excra- 
| os - ur into m—_—_ 
upot/ Pultaets;0t Importance, and 
partieqlarly to! win to' the” French 
fide Prince Thomas, and to reunite 
thoſe Princes to the chief of their 
Houſe; He dexterouſly:atchieved 
then borh, thaugh-thar which con 
cerfied the firſti with Prince Thom 
h not "then its effect, for ſome 
mpcdimens which he could not 
denly iſurmount : bur. he fixed 
| eſerond 4n<fach manner,:. that 


pF & 
France 


Cardinal MAZARINE. 31 = 


France thereby: received 'many. ad- 
SS. 5; mid. 25704 hd 

- Returned from Piewons herwait- 
ed upon Carginal. Riblies into Lan- 
gedec, thongured by that grear-Puli- 
ucian with an. entire, Confidence 
and his Zele for the Kings Service 
e | ya$-luccesful,:not onely in the Af- 
fausof that Voyage, but; alſo, in 
reMorer, pgrts.4,, for at the. fame 
imerby his Negotiations he redur 
1 | ced the ſtrong, Town of Sedan .into 
: | =: Kings power, Which, was 2.rc- 
reptagls gt Mals:congnts;.! He was 
the man that defignes;'the Artenipe 
of -Tortong in the ſtate of 261, and 
took upon him to provide all.things 
neceſſary for:the -gaining of That 
City. 4/:ant} Kiwas be Tikkewiſe, that 
drew: ahe) Prince ,of \Moneto t0:i the 
French Party" n lic 02 nu, 
Finally,0nthe 16th. of Decemw» 
ber 1641. with univerſal-Applault; 
he was ptomored to the purpleicobe; 
toahe particulat ſarisfaction of cg 
ics _—ys 
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King, and of ' Richliew, who was 
pleaſed to ſee him his Companion 
in theEccſeſiaſtical Fun&ion,whom 
he" already prefaged his Sucgeſſor in 
his Miniftery;” He prepared for his 
journey to Rowe,to receive the Hat, 
and to perfe& many importantCom- 
miſhqns.”* But' Richlies's indifſpoſi- 
tion of body increafing,/and the ma- 
chinations of his enemies growing 
ſtronger, to juſtle him out of the 
Kings favour ;' he' thought fir to 
cauſe him ſtop his jJourney,to make 
uſe” of” his"help and” countel” (of 
| which he''3 hai T6 "good 'Expert* 


ence,)- very” uſefdlin 'that+ngged 
conuncture” 7 | 

The King perfely knowing 
Naterinesabilines: in theforeſeen 
failing of 22blirv, had oftenrimes 
thoug| ts to make uſe'of- him; in 
direQion of-' the "Aﬀairs of the 
Crown, and had alfo' diſcovered 
tis his intent toſome- 6f his 'Gon- 
fidents, 'extollinig! him £62 'rhe:thoſt 

[1X able 


Cardinal MAZARINE. 33 | 
able- he knew to'/undergo this. bur- } 
den which:gave much trouble to 
Nazarine,- doubting. with... himſelf 
that ſuch manifeſtation of his Ma- 
jeſtie might give Richliew ſome jea- 
loufie'z -- it: being for the, moſt part 
theſhumour:of Courtiers, to look 
with'a (couling brow cn thoſe they 

deem able any We the ſame charge 
with themſelves; and therefore he 
urged anew for leave to go to 

Rome, which. was ſtill denied him 
bythe King, and oppoſed by Rich- 
les himſelf, quite contrary to Ma- 


 Earines expettation z. beſides, Rich- 


liew, before his death, afſlured His 
Majeftie, that he could not better 
truſt the Management of his weigh- 
ty Aﬀairs to any, then to Maza- 
rine. 

Richlies dying, the King immedi- 
ately began to make uſe of Maz4- 
rines -Advice and 'Councel , with + 
open ſhew of the value and confi- 


dence'he had of his ableneſs and f1- 
| ; delity, 


- delity;/ and to-qualifie! tim higher; 
Ca\ ed/him one'day rot Wm his:Pre- 
fence, ' an honour that? was - never 
beſtowed on. Cardinal 'R:chhiew in 
ſo many years of his Attendaiice. 

TheKmg defirous he ſhould take 

notice | that-(the--Choice he had 
made proceeded ſolely: from' him- 
ſelf, aſſured him that of his own 
proper inclination he had choſen | % 

im out from amongſt (0 many cx- Þ 1 
cellent -men of his Kingdom. - 

"The Cardinal being very wary c 
in his demeauour, conformed him- Þ| © 
ſelf fo well to- the humour of - his 
Majeſtie, that he did nor ove him 
the leaſt'doubr-of that 6dious pow- 
er, thithe hadabliorred inf bis Pre- 
deceflory from whence it 'hapned 
that he became in a ſhort time diC- 
tro 

PN now much the more: he 'faw 
Ng advanced in'his Princes fa- 
» 10-MUCh the more Gid he re- 


fl-ct 
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fe& om:his tonering | Fortune ; \for 
while, the King lay under'a lan- 
euithing condition, he began -to 
weigh what a difficult pafſage it 
would be from a firme. to a wa- 
vering Government, by the diſfor- 
ders, changes ' and turbulencies, 
commonly hapaing in Minorities,e- 
ſpecially the Queen-Mother, being 


of a Nation ſo much expoſed to the 


jealoufie of that Countrey. 

The firſt trial the King made un- 
der the dire&tion of. Mazarine, was 
to reader his Armies victorious the. 
next Camparnis ; to the intent that 


the world might not attribute his 


paſt Victories totally to the. Go- 
vernment of Richlievw. Mazarine in 
this occaſion gave great proof 'of 
his dexterous- abilities, by obtaining 
that the Command of the Army in 
Flanders might be conferred: on the 
Duke 4 Anegnien, eldeſt ſon of .the 
Prince of.:Coxde, notwithſtanding 
his Majeſtie had ſome averſion 4. 
22inlt ir, The 
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Then Kings »fickneſs tincreafingY] Hi 
with little hope of recovery, calling 
for Mazatine, he communicated to 
- him his intent of forming a Coun: 
cel without the - Princes of the 
blood; of "which he: intended to 
make him Preſident. The Car- 
dinal, though aſtoniſh'd at fo great 
honour, was not at all dazled: with 
the ambition, bur with great reve- 
rence demonſtrated to his Maj: tie 
the: Ciforders '\uch 2 form might 
cauſe z aud with convincing rca- 
{ons framed his anſwer in favour of 
the Queen, comprehending alſo the Iþ £: 
Princes of the blood, as for what i - 
concerned his, own perſon, he be- 
ixeelyd. his Majeftie that others 
might ſhare ia that honour, which 
he thought too far exceeding his 
merit, / and too probable! to excite 
envy againſt him, being a i{tran- . 
ved ee? cvichtanding __ 
| » 10 his purpoſe,  t0 


1imit 


k it; at leaſt the;Res en of 
hie SA, ns 
Council; to't he plucalic "OICes3 
-Y he was wy ieb in in jr 
gation;by the. Prince of Conde, . who 
by eAu 56s Hh ha] 02h. 
other, Cou IO re aa 19 if 
ahd Is all at his p fare where- 
fore: the- bog of --Mazarine 
| by the .ungoncrolled . Authori- 
919k. the, Queen,,:confqrmable ro 
i ones yz Beriage, FSR? 
remained fryjcleſs., A bas 
That, which, 'onl y remained to 
ſettle the Kings TP was tQ haye 


an Tea 


Hurancs; , that, the | 

Wou lk £Rurn into Higly, aftc 
Arg, JRTer Hg, Er 
b: fougt h im . BEvge andon b 

| lon\ imparraa'd oY to a dircet ps 

Mea iapli WE (6 the Queefi, 

perm he URan wy. rFrext W 2 

orcs nie the: Affaurs 3, 0d. 

78 labs more,. he, was 9. 


{6 of for. the 
d thats berhonlt wer 6,136 


33 "The villozyor. 
Dauphine at the'Holy Font in Qua- 
lity of Godfather, togerher with che 
Princeſs of Conde, confefling that I coi 

he did it more ftraitly to oblige to 
him to his ſons ſervice. \His Ma: mi 
jsftie well knowing the need he J de 
ould have of him in” bis 'unripe NW! 
years. | m: 
The King dead,” it ſeemed not m 
convenient.'to the Queen, eo ſufe I fe 
fer that Authority tobe retrenched Þ th 
in ſuch manner which other Queens IN A 

had enjoyed freely, '/wherefore ſhe 
permitted her ſelf r6 be perſwaded, || tl 
hos the ſenſe and connfel of the I ct 
| ardinal, "tO make the Parliament I} d 
annul the Will'of her ate husband; I n« 
which Mazarine foreſecing, would || 
prove a mortal blow'to the State, 
and highly prejudicial to the Re- 
gent her ſelf, did not only fytbear to 
appear in Parliament,” bit likewiſe 
"prepared himfelf*to,retirg; 'which 
Was by no means affchted 'to by the 
Queen, who having the Authotit] 
0 
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of the Regency confirmed to her, 
not only afſured him of an entire 
confidence, but engaged him alſo 
to remain, minding him of his pro- 
miſe made to the King, n-v-r to 
depart from his childr:n, and not- 
withſtanding the great oppoſttions | 
made againſt Mezarine by the ene- 
mics of Richlzen, and by the diſaf- 
feed he carried himſclf fo well, 
that in a ſhoretime? he engroflſed all 
Aﬀairs. | 

The Biſhop of Beanwveais, whom 
the Queen ha! added ro:the Ceoun- 
cel (where, in thoſe few days of his 
direQion all things were fallen in- 
to difor{er) being excluded; 

Or the"contrary, Mazurine en- 
tred pon the buſineſs of the King- 
dom with very lucky beginnings, 
whe many important confiderati- 
Ons would have been” enough to 
have difcompofed'the ſtonteſt mind, 
in ſo dangerous a condition of 'fo 
Infantine a Minority. 
| C 2 The 


49 The billozy of 
The unquier nature of che French 
deſirous of Novelties,. eaſte to be 
drawn . into. {edition , ' the Court 
full of turbulent ſpirits, many pri- 
ſoners, ſer free, many returned from 
their exile. ;. others, who before, 
for their rebellious attempts, - durſ 
nat ſo 'much as. ſhew : heads 
now ſo arrogant, as to pretend a 
ſhare in the Government, 

The Parliamenc ; depreſſed and 
diſcontented, deſirous to recover 
their luſtre, and dilate their powers 
The Provinces - oppreſſed by the 
grievances of a long War, more 
inclined to diſloyalty then obedi- 
ence;the Princes diſpoſed tothe molt 
deſperate. attempts. to make thei! 
advantage of: theſe: Conjun&tures, 

the peopie animated to ſhake off 
lo weighty a yoke, The appre- 
henſion not. ill. grounded, that the 
Confederates of France fearing the 
unſtable; Reſolution in a womans 


Re- 
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Regency, and for their own pro- 
per Interefts, were ready-to relin- 
quiſh cheir former Union. And laſt2 
ly, all the-Concerns of the ' Crown 
threatning on all hands fear and-ter- 
ror. Yet nothing could diſmay the 
courage of the Cardinal, reſolved 
to deſpiſe all-danger-- for the Royal 
ſervice, - 'He ' applied - himſelf ſud- 
denly co/ſtrengthen and'conſerve the 
xternal and' internal vigour of the 
Kingdom, And procured 'in the 
firſt place to confirm. the .Confede.- 
rates. in their : Adherence "1a the 
Crown, writing to 'all with! ſuch 
aſſiredneſs' of the ſtability of the 
Regency in the eſtabliſhed ' mutual 
Union; and with ſuch :motives of 
honour and:profit to chemſelves,that 
he'eafily '-confirmed- theny in thetr 
Confederations ;thus'iv:; thati be- 
ginning was | eſtabliſhed *'ro: © the 
Crown the Amity of the Swedes, 


of the Duke of Savoy, of the' Lan- 


grave of Heſſe, 'of' the States of Hob 
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land, of the Catalonians, and of the 
Portugals, a League which rendred 
the Power of France ſo much 
the ſtronger and feared, and which } 
at laſt did ſo much cooperate to the 
Concluſion of the Peace. And 
ſecondly, conſidering that inteſtine 
evils are moſt dangerous, and apteft Þ 
to deſtroy: the Individual and tore- Þ © 
ſeeing how much Civil diſcords do Þ | 
( 

| 


indamage a State, he placed all his 
Care to preſerve the Peace of the 
Kingdom, by unictingthe Royal Fa- 
mily, which was eaſily broughtto || 
pals for ſome years. - | 
To -hatidlel the Regency with | 
ſome egregious deed, he propound- 
ed, and againſt the opinion of every 
one, undertook the' Siege of Teon- 
ville, a place of great importance, 
Which happily ſucceeding, he gain- 
ed yu tion. 
"rieourg ailterward being at- 
Fenuger by the Army of the Ele- 


vr of Baviere, / with manifeſt dan- 
| | ger 
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gerto be loſt: he opportunely pro- 
yided to relieve it, cauſing the 
Queen to command the Duke of 
Angviento joyn ſpzedily his Troops 
bo of. Mareſchal Turexne, and 
to bring timely ſuccours, which ſuc- 
ceeded proſperouſly, by which 
mans not only 5 offeſfion of 
that,City was kept, which had al- 
ready . capitulated , . but alſo other 
conliderable  Conqueſts were; ac- 
uired, The French Armies paſ- 
ing b:yond the Rhine, the Danube, 
and the.Zech 4 and the Duke 4 Ax- 
ex laying gained a ſingular vi- 
Qory z they over-ran Spire, Ghers 
men[(ain, Landan,' Bindemo, Cronach, 
and Magonze..  . 

By like advantages in. thoſe parts | 
the Cankederates were got. in, A 
condition,..to.. lend... their. helping 
hand at any.time of need, , who by 
making ;themſelves, Maſter of a 
great .part of Franconia and Sue- 
7ja,;, they. became much; Rrgager 

$4 >. * "pr then 
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then their enemies, but chiefly by the 
taking of Hojlbrun, yet an Imperial 
City _of_yery grear 1mportance, 
confirmetd'to them'by the_Treaty of 
the Tritte concluded/ar Ume, with 
the Eletor of Bavaria, . ** 

He cooperated afterward to th? 
Peace of AMvxſter, and quickly faw 
it concluded, with norable advan- 
rages tothe Crown of #rarce, to 
which he eſtabliſfi'd the  p»fſefhon 
of both the A!ſatia's, and the two 
very ſtrong places of Brijac and 
Phil 1psburg near the Rhine, opening 
a Vaſs into Germiny ac- their plet- 
Cir, As METSI2 TO 3 2.4 32 

By this Peace there drp -accrew 
to France the three Biſhopricks of 
Metz, Tut and Verdun, and þy th? 
creating Metz a Parliatnetit, hereto- 
tore found a'matter of 'mich diffi- 

culty,” firmly” eſtabliſhed 'the con- 
troyerted JuriſdiQtion of them, with 
a» 2-lure and perpetual paſſefſion 
| ny ed by the Emperor,” \and« the 
ſeveral 


Cardinal MAZARINE: as 


ſeveral Qrders of the Lonpres veO 


The-cares.of- the Cardinal were 
not reſtrainzd to theſe Expzditions 
only : but at the ſame time he was 
likewiſe intent upon the Caballs of 
the Cabinet, finding himſelf com- 
pziled by the Court-Intrigues, to 
apply himſelf to extinguiſh in the 
beginning every {park of Civil 
trouble, and oft-times to ward his 


| own life from the treacheries of his 


enemies, 

By this his care he ſaved himſclf 
from the : Conſpiracy contrived a- 
eainſt him by the Duke of Peanfort, 
who thinking the Cardinal an ob- 
ſtacle againſt his lagh deſignes, by 
the occaſion of a certain Collation 
which the Count of Chavieny had 
prepared for the Queen at theCaſltie 
of Fincennes, Which was in his 
Government, whether the Duke 
came accompanied by many 4fol- 
lowers, with defign to murder himz 
the Cardinal Aivertized of it, for- 
"8%, bore 
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bore t9'appear to'th2 Treat, (aved 
kimſelf in the Louvre, where the 
day following he cauſed Beaufort to 
be arreſted, and ſcar him with a } 
ſtrong Guard to the ſaid Caſtle of 
Vincennes. 

With admirable ſubtilty he rai- 
ſed a glorious Envy betwixt the 
Dakes of Orleazs and Angnen, En- 
ticing the former to the Incommo- 
dities of Warre, as well by the 
. Allarements of Glory, as by the 
diligent furniſhing him with all 
things neceſfary,to make it leſs irk- 
ſom to him , by this means making 
uſe of the Triumphs of the one, to 
moderate'the haughtineſs of the 0- 
ther, which was one of his greateſt 

Artifices, to enjoy the benefit of a 
well-concerted Union. 


Hereupon the Duke of 0rlears, 


marched into Flanders at the head 


ot 2 moſt puiſſant Army, and after 
- the taking of 


Gravelins, Mardike 
and Dunkirk, by all mn eſteemed 


1M- 
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impoſſible ; . he opened. away into 
the heart of Fland:rs.paiſed the Ri- 
ver Colma, and brought in a ſhorr 
time under the French Dominion 
Lens, Bourbourge, Merville, . Bettunes, 
St. Venant, Arm:ntieres, Ferenes, 
Conrtray, Tpres, ls Baſſee, Dixmude, 
Lavdreſy,, Furnes, and other pla- 
VINES 

He put them upon few Underta- 
kings that did not ſucczed ; and 
though he failed in that of Cam- 
brey, attempted by tne Count & 
Harcouft, yet it cannot be ſaid but 
that he merited great praiſe for the 
moſt accurate diligence that he 
ſhewed they ought to uſe in thoſe 
Conjuactares, which in all proba- 
bility would. have rendred the de- 
fence of that place more difficult, 
then the raking it, if his Orders 
had-been put in execution, accord- 
ing as he directed. 

He cauſed to be ſent to the Cata- 


bonians ' a conliderable nt” 
wit 


L Om. 8 >ot.50t 
with which they got Tortsſ#,” ' Roſes, 
and other places, and to-give that 
people” a ſuller "aſſurance* of the 
firm Protection of Fraxce , he made 
his brother the Cardinal of Sarda 
Citilia Governour -of - that © Pro- 
Vince, 


In 7tah after the Kings' death 
many enterprizes were begun by 
his Girections and Counſel, and 
many things doneto the great be- 


nefit of the Crown, The 'Town 


and Cirtadel of Affe were ſudden]y 
recovered z they gained great ad- 
Vantagesin the Siege of Turin, 1 
the Enterprize of Ponteſtara and 
Figevano, and many other 'Expedi- 
t10ns prudently undertaken, ' al- 
though ſome were unſucceſsful, 
whether for the #11 fortune of Prince 
Thomas of Sqzviy in the Warre of 
Traly, or for the variable Accidents 
of War. 
_ Confidering moreover how be- 
n*H<1al the friendſhip of the Prin- 
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ces of Ef would be tyi'tht French 
in theit Afﬀairs' of: -aly, and ' ma- 
king uſe of the happy Conjunture, 
when by the phlegme of ſome Mi- 
niſters of - Spain thoſe Princes 
thought 'them(elves not treated Ac- 
cording 'to:their merit. He bent his 
thoughts tro draw them to the French 
party, beginning luckily with the 
Acquiſition of Cardinal Rinaldo & 
Efte,a Prince in earneſt very worthy 
of that high eſteem, which he enjoys 
in the opinion of all the World, 
cauſing him to be honoured dy the 
King of France with the ProteQti- 
on of that Crown in the Court of 
Rome z"\/ and :afrerward  obliging 
Duke Franceſco his brother, by gi- 
ving him-.the charge of . General of 
the Arey of his moſt Chriſtian Ma- 
jeſty in Lombardy: Both theſe, by 
their generous actions have always 
upheld, (the one in Rowe, the other 
in the Army) 'the Reputation of the 


Crown of France, © their e- 
terral 
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Mazarine, well knowing, that 


\ to artaque the Speriards in their 


holds of ly would touch them 
tothe quick, cauſed to be {cr out to 
Sea a very potent Fleet, and aim- 
ing to gain ſome Poſte on the Shore 
of Tuſcany, cauſed Orbitello to be 
beleagured by the Army under 
Prince Thomas of Savoy by Land, 
and by the Navy commanded by the 
Duke of Breſe by Sea, Bur the 
Duke of zreſe being ſlain at the 
very firſt by a Cannon-ſhot, and 
the Prince probably ill ſerved by 
his Officers, the Aion ſucceeded 
not, which otherwiſe was. well de- 
figned by the Cardinal, intending 
by the gaining of this place to fa- 
cuitate the Enterpriſe, which he 
nad plotted againſt Naples, and to 
hinder the communication betwixt 
that Kingdom and theState of 214+ 

Likewiſe, in the other attempts 
mace upon the ſame Kingdom by 


the 
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the Duke of Guiſe. they found, no 
better fortune, for the finiſter; cor. 
reſpandencies of thoſe giddy head- 
ed Napolitans with the Crown of 
France, together with the contrari- 
ety of their humours that hindred 
all good operations z yet whether 
they ſucceeded or not, Mazarine 
gave not over to make his advan- 
tage of them, as potent diverſions 
for the Enterprizes of Flanders, 
which were of greateſt concernes, 
being neareſt ro the heart of the 
Kingdom. 

Mazarine deſirous to recover 
the Glory of the French, which 
the ill ſucceſs in 7taly had much 
eclipſed, with- an incredible and 
unexpected reſolntion; that Navy 
which was ſuppoſed incapable. to 
appear .in the Mediterranean for 4 


long time, was ſeen to return a- 


gain the year following more for- 
midable then ever, under the Com- 


mand of the Mareſchals de 1a Mit- 
lexay 


Þ 3 


” | by - ” - [ -n 
| . WP # ; - i p 
 , , * «© # my : = he 


Jeray; and Pleſſos\Pralin,with which 
ina few days they poſſeſtthemſelves 
of Piombino. and Ports Longone in 
the Iſle of Elba, half belonging to 
the King of Spain, and half to the 
Duke of Tuſcany; by which Vi- 
ories the Reputation of the French 
was much recovered, the Applau- 
ſes and Fame of the Victors echo- 
ing every where, to the- great ad- 
vantage of the Neighboring Prin- 


ces, elpecially of the Cardinals Bar- | 


barini, who flying the indignation 
of Innocent the tenth, had ſheltered 
themſelves under th: Protection 
of the King' of France z by the 
efficacious and powerſn! Offices of 
Cardinal "Mazarive, who by a 
noble. Example of Gratitude up- 
held that Family, which newly fal- 
len from. a potent and long Domini- 


on (a warning to eletive Princes) 
knew not whether to turn them- 
ſelves for a friendly Sanctuary, 


Thus by the help of Mazuarine, 
A they 
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they aw themſelves hotioured with 
the Proredtion of the'moſt Chriſti- 
an King z by 'whith, -means' they 
were in'athort" dine re-eſtabliſhed 
by the 'Pbpe Himſelf, atid" with" a 
ſtrange” Metamorphoſis embraced a- 
oain. The Comedy of their wan®- 
dring ending in a+ ſtrict” Union an 


Alliance,”b}'the Martiage6f- one 
of "the" Popes) Nieces Datghtets 


to Don Mafſto Burberino, ro whom 


| Don Carlo Prince of Pelleſftrina, re- 


nounced his” Tirles and Honours, 
bimlelf being:protgored;to rhe Scar- 
ler, whetehy ie Had 4 Taft precerice 
to: free *Rinhſelf fromthe "engage- 
ment? Wherein' he had promiſed r0 
wed no''other ? then” the. Counteſs 
Marthnoz#7, Myzarints Nice, who 
Srdini oi a ina) orfier octa; 
fioris the wſtval exþ riment! oF work 
ing' gobd' dtit of *'eyil, 'faw afrer- 
Wward* his ſaid! Niece, more highly 
matchee inthe Family of' Ze, a08 


Dutcheſs of Modons. * (1, : 
»3{15! Pl 
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-It will notbe., amiſs,; fince w: 
are. entred- upon the, diſcourſe of 
this, Family, to; 4give,a touch of 
whatCardinal Mazarene,being chict 
Miniſter 'of State, did in, favour of 
the Barbarini in the War with the 
Duke of Parma, with. whom molt 


of the Princes of 1taly were, joyne! 


in Leagae,for the axerſion that th 
bore .x0.. Cardingh Barbarini, wit 
whom they were generally diſ-ſa- 
tified, 


The Warre being kindled, the 


Fireſeemed: nnextinguiſhable, not 
only becauſe is chiefly aroſe, s che 


common Bo aan: from private 
paſhon, Ft perticular envy 5 and 
the flames 


+ flames daily: .encreaſing from 
thaſe pulty,cof. anger, the > i 


cordin 


8... te Contingencies of 
miſtred new. matter of 
Tancour. But alſo :oa the Popes Ac- 
Prnts nr, he being the. Common 
-atier, ſhould with acoptiaur, re- 
] en {ent- 
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ſentment pretend a juſt ticle to di- 
ſturb the quiet of 7:aly by armes, 
when all Chrifendom, groaning ſo 
long time under the weight of in- 
numerable . miſerirs, thought they 
might expe& from his Picty a pa- 
ternal and ſerious application, to 
compoſe the inveterate motions of 
War, | and not to excite new ons; 
On the other fide the interefled 
Confederates, langing to abate the 
temporal power of the Ecclefiaſti- 
cal | Princedom z and to give: a 
wholeſom Admoniſhment to thoſe, 
that being deſtin'd by God to enjoy 
it for a ſeaſon, are oftentimes un- 
mindful of returning again to their | 
private condition , were reſolved to 
maintain with all perſeverance! the 
reputation of their Armes. | 
For' this cauſe the mediation 'of 
the Spaniards and the 20s 5000 for 


a pacification proved a long time 
ineffe&ual ; the King 'of France 


not omitting to interpoſe his 


Aus- . 
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his Authority, for the ſervice of Ncor 
her, to whoſe Aſſiſtance his Ance- Þ fic 
ftors. had ſo'ofren'paſſed the Moun- NM: 
tains, diſpatched, by the Counſel Þ Go 
and'dictates of Mazarine, the Mar- If Pot 
quels of Lionne to the Confederate I gre 
Princes, - to whom he delivered his Þ Fr 
Mcfage with ſuch vigour and re- Þ an 
putation,' that” by his prudent Ne- Þ f1 
gotiations © he ripened” thac fruit Þ| tl 
which Cardinal 'Bjch; (who was Þ| d: 
ordered by the King to-manage the Þ k 
Treaty) afterward ''had the. good I} 

' 

| 

| 


fortime to'gather,' by'the Conclult- 
_ on of the Peace, as acceptable and 
adyantageous tothe ans) as 
afterward the memory'of that Wat 
proved prejudicial ro them. _ 
.i\ The; Cardinal likewiſe :got no 
{mall reputation; by [compoſing the 
differences :between the Kings of 
Swedeland and Denmark, who werc 
entring into a-moſt cruel War. 
He ſbewed; himſelf. 2\fo very 
091972 © D1i23irreonſtant 


n- 
(el 


le 
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of conſtant in overcaming - alk. the.:difr 
CE- 


ficulties. which. hapned, upan,.the 
Marriage of the |Princeſs - Maria 
Conzago wWith' . Uadiſlao King of 
Poland, brought to an end by his 
oreat Prudence, While the Afﬀaics of 
France went. thus. proſperouſly.on, 
and that all. Exrope. had their eyes 
fixed on the greatneſs and power of 
that Crown, admiring the Aſcen- 
dant Fortune of the moſt Chriſtian 
King, with the ſame- Reflexions 
wherewith heretofore; were admi- 
red that of the moſt. victorious 
Emperour Charles the Fifth , on a 
ſudden ſhe ſaw her ſelf over- 
whelmed - by thoſe Civil broils 
which have, always been, the. ings 
mere miſchiefs. to - deprets 
"Eu | | 
The firſt ground from whence 
theſe turbulent Reyolutions, arofe 
was from the Treaſurer Emperfoino 
was the Perſon. that diſpoſed the 
minds of the Parlementarians.'gt 
| aris, . 


\ 4 


58 -—-' "TheHillozp of 
' Paris 0 Commotions, by'troubling 
them in-their places, hereby to raile 
money, 'not without the opinion of 
many, that he did this with an in- 
tent to overthrow the Cardinal, 


who vigorouſly oppoſed ſuch his 


dangerous Undertakings, knowing 
the nature of the French to be moſt 


extremely violent for their particu- Þ. 


lar benefit, 


For this cauſe therefore the Par- 
lement of Paris having declared a: 
ozinſt the Kings Government, the 
Queen thought to. deftroy thi 
growing Hyara,” by puniſhing three 
of her Reads Ne order For the 
Irpriſonment of the Counſcllour 
be andthe Preſidents Blamenil 
a  Chartoy, cough Mazarine did 
greany impygn it, well perceiving 
That It was not yer time to ſtir the 
"Utrmavure, when there was no like- 
hood rodiffipate them, and it ſac- 
ceeted juſt fo as he foreſaw; for 
the People having taken Arms and 


chained 
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ing chained the ſtreets, cdmnpelPd the 
zile YCourt to ſet free the priſoners, -and 
of Fo turn out Emery, to the great pre- 
n- Fjudice of the Royal Authority, and 
al, Yo the emboldening of the Seditious 
1is Þ to undertake 'new Villanies. - © © 
9 # The Cardinal on: this occafto 
lt I maintained, bur it did not help him, 
1- .thar by the rule of good Govern- 
ment they ought conſtantly to. ad- 
here to their reſolntions once taken, 
- || although they were: nor. aſſumed 
© | with their due precautions,- it being - 
3 | always hurtfal ro Princes to reced> 
* | from that which they have once 
' | pretended to be obſerved by their 
11 WY Ws Foc A Jong 
rom 'the "Hike beginnings the 
Alterations plotred: by the reſtleſs 
minds of thoſe who feped-to ad- 
vance their private Fortunes great- 
ly org ANT 29000, £02 
Theſe diforders | were 'fomented 
by the Coadjuror of Paris, allured 
by the hopes of Mazarines gs ; - 
Y : c 
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ter, 


* 44S 


iS, 6 Perſon of an, bigh ſpi: 
xit, and very intelf{gent. in the Af- 
fairs z £9 Count de Chavi- 
gn likewiſe [exaſperated , , ſceing 
himſelf by the Queens. averſion to 
him,not. in that full: Credit and Au- 
thority which :he had;in the Con- 
ſultations in the time of; Richlicy's 
Government : Sa that all things be- 
ing in. a confuſton, ; agd - impoſſible 
to . provide, againſt,.the diſorders 
without. That flouriſhing and potent 
Kingdom ,at the hcight of its. great- 
elt glory !became a Scene. of moſt 

lamentable miſerics, loſing | in one 
Campania the fruits of many. others, 

gRrebal with (o.much {wv eats With 
to much bloud, and: with {o Lear 

Expence of money, oo 
.- The Cardinal, ſought: neverthe- 
leſs to hinder "7 could. the 

.859wih of cheſe diſorders,aud know - 
10g bow dag SexOus, it would be co 
France it Evgland thould declare for 

itt Spain, 


exe ns his place of; Chief Mini.Yf 
Ee * 
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hdr; it was by all : Arts: endea- 
Obs the :Speniſh Agents; he 
knew ſo wiſely ito: manage the buſt- 
neſs, thaf he fruſtrated the Enemy's 
defign, and preſerved the friendſhip 
of he! ne ſþ,- though: ever: emu- 
loys/204 nd'1 well-willers-:to the 
Frewehs 5 il! 


ini. 
pi 
Af- 
IVj- 
Ig 
..0 
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#$ | The Events that afcer theſe:com- 
-* {| motions-rent in pieces 'the:/Regency 
le I and all France were infioite:and:de- 


rs | parabie 3; for-although AMazarine 
ac } we All Aweetne(s; and: gentlenels 
t- | did; endeavour tor: ſtnooth their 
)ft | minds by temporizing till the Kings 
ac | Majority, but the more he endea- 
% | Youred by theſe means 'to:: appeaſe 
h Be Anitdſities of the: Seditious; 
ar | the More) they; rWere hardened? in 
| ir/infolence;-and by open vio- 
7 lence' oppoſed the Orders of the Re- 

© | 898t4{ whereupon by: his advice the 
4 Queen.reſglve td:xremove from” Pa- 
> | *YithabeiKing,/which the did:on 
r | Ivelvethaight 1649!) 24 
SIS] D For 
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For this/caule the'City was in\a YY 


ereat.comimotion; /and the Court it | 


a ſtate to recover its doe regard; 
but hereupon their Animoſities a- 
gainſt. the Cardinal grew higher, 
tuſpecting him'to: be.' (as "indeed he 
was) the- Author of this Retreat; 
whence the fury of the People® and 
Parlement' | breaking our againit 
him, he was'by the/lateri order'd to 
depart within eight days. 
The'Courtſtoutly:{upporting the 


Cardinal], refolved ro block 'up Pa- 


ri, with the Army, as it was forth- 
with done by the Prince of - Cong, 
whb, though he had his Brother, his 
Siſters :, agd his: Brother in Law on 
the- Parletnencs fideyet held himſelf 
aways united with the Regent and 
Mazarine , who' failed nor 'in the 
mean While accurately ro watch how 
to compoſe-the'differences.”” In this 
occaſion! Cardinal ' Mazarite' made 
manifeſt the heighr of kis Inrellectu- 
als,the excellency. of his 'Skill, his 


_ . Wat, 
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Wit, and his Craft, j»yoing himſelf 
now with the! one, nw with! the 
aher Party, and finally erniſthing 
them both, renained Conquerour 
in che field, and obtained the Laurel 
of a glorions victory! 

Finding himſelf amidſt rheſe In- 
trigues, the Prince of Conde agrieV- 
ed with the Cardinal for breach of 
tisprowiſe, as he ſaid, in nor pro- 
caring the Government of Pont de 
FArche for the Duke of Longse- 
ville his Brother in Law; declared 
publickly,that he would not cometo 
Court while the Cardinal was chiet 
Miniſter ; who to take from the 
Prince all prerence of breach with 
te-Regent, offered his 'readineſ(s'to 
retire : bav Conde afterward: revol- 
ving in his -thoughts, that if the 
Cardinal abſented himſelf, non? 
coud-enter into the Miniſtry but 
the:Coadjuror, or the Marqueſs of 
Chaſteauneuf, his moſt bitter  ene- 
nies, reſolved to reconcile himſc)t 
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with Mazarixe,obtaining beſide the 
Government ;of Poxt de Þ Arche for 
Loxgueville, with a promiſe not to 
proceed further in the overture of 
Marriage between one of his Nic- 
ces and the Duke de Mercure ; and 
moreover to {end his three Nieces 
out of France, which two years be- 
fore with a Nephew he had cauſed 
to come to Court, in purſuit of 
which the Cardinal Bored his 
Nieces in a Nunnery in the Sub- 
urbs of $, Germaipe. 


For all that the Duke of Longu- 
vile and others gave not over to 
demonſtrate to Conde, that to obtain 
their ends of Mazarine ſuitable to 
the Conjunctures, it would be con- 
venient to neceſſitate him to pro- 
cure- his own concern, Whence 
out of theſe contrarieties there ari- 
ling nothing but diffidences, ſuſpici- 
ons, and jealouſies, all their minds 
Were. agitated by ſecret paſſions, 
bending onely to their own private 


In- 
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Intereſt, The Prince bo re till a 
hidden malice againſt Mazarine, 
who likewiſe bzine aware "of it, 
behaved himſelf daily rowards him 
with more refined difſimulation ; 
© | 20d Conde having drawn upon him- 
vi elf che publick od;um of the  Parifs- 
cg | #25, for having diſcovered by his re- 
of | oonciliation with the Cardinal. (ac 
1; | (eaſt in appearance) that he prefer- 
þ. red his private Intereſt before the 

Publick good, (which was to ſee the 
chief Miniſtzr of Starz ſupprefled) a 
great many bzgan to wiſh the ruine 


to | 

in of the” Prince himſelf. - And rhe 
greateſt Politicians grew amazed at 

os F —_ a X 

My the ſhifting of this Scene. 

3. | The Frondeurs ſeeing in the mean 

W ume their hopes of a change 1n the 


for) fruſtrated, went watching all 
1; | Pportunities ro draw the people of 
Paris to ſome confiderable commo- 
tion z and to that purpoſe they con- 
" | fived with the Connſellour Foly, 
s C 3 chat 


Government © (which they long'd 
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that he ſhould cauſe aHarquebuſs to 
be diſcharged at an appointed time, 
to provoke the people to an Inſurre- 
ion, the Marqueſs de la Bollaye ma- 
king himſelf Head of the Faction, 
who endeavoured (though in vain) 
in divers parts of the City to tir 
them up by his -Exclamations. 
-- This Eflay- becoming fruſtrate, 
and iit being told at Court;that there 
were {ome Horſemen in Arms upon 
the new Bridge', they made the 
Prince believe, who at that inſtant 
was at Court, that doubtleſs there 
was Treachery intended him from 
the Frondenrs, and to make proof 
of it, the Queen detaining him in 
her Lodgings, cauſed him to fend 
his Coach empty with his Pages 
and Laquays after the accyſtomed 
manner, to abſerve what thoſe arm- 
ed men did there : this was done, 
and the Coach was no ſooner 0 
ny Bridge, but ſome came up tO It 
to Uiſcover, and not finding, the 


: Prince, 
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Prince, letting ic paſs,cifcharged di- 
vers; Shot | at the Coach; of, the 
Count ge" Dwrgs, (Which followed, it, 
and Killed Baquayei:! 17 901 Lon 

Thy ads off tai5'-accidens | arri- 
ving at Court,-the Prince-was furi- 
ouſly'enraged, and &11'd with deſire 
of XLVENge: Ageinſt the Frondturs. 
Ang the Cardinal, profigng hindfelf 
o& this lucky hit, failed notto inſti- 
$Ke Conge, nÞyriſhing Hetwixt him 
and the Frondeurs a diſtruſt, which 
afterwards targed into open enmity. 

The Prince, complaidied to -the 
Partement. of - che 'Coadjutor , the 
Duke 'of- 8easfort; and others, as 
Authors of this Aſſaffinate ; and 
ſeeking to- extinguiſh thac Faction, 
fondly hopedto raine afterward-che 
Cardinal, -' But he moſt vigilant 
knew to govern himſelf in ſuch 
manner, that laying hold on the op- 
portunity , obliged the Court £0 
think of moderating. Coxgr's* Au- 
thority,which hig daty by little and 
little increaſed. 'Da4 The 
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The Prince having in contempt 
of the Regent concluded the Marri- 
age betwixt the Duke of - Richlies 
and the Marchioneſs of Pons, fur- 
thered this Application. The Court 
ſurmizing that this was done, that ſr 
he might the eaſilier afterwards get Þf 9: 
the Fortreſs of Havre de Grace outot &Þ mi 
Richliew's hands, 'of which he was | o« 
Governour, orat leaſt ro:have it at 
his devotion on all'- occurren- | ir 

CES, n 
The Frondewrs perceiving them- | t 
ſelves perſecutedby the Prince, of- || { 
tered to piece with the Cardinal, to | 1 
leſſen him, being thereunto ſollicit- 
ed by the Dutcheſs of Chevreiſe, 
offended with Conde becaiſe of the 
aforeſaid Marriage, in fegard ſhe 

had defigned her own'daughter to 

be Dutcheſs of Richlies , for the 

love - the - Duke | himſelf / bore 

him: | 
The Coadjutor,chief Head of this 
Faction, Propeunged to have' the 


- Prince 
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Prince impriſoned , for he being 
weakened, he reckoned that | Ma- 
<arine-might be the eaſilier ruined, 
who fill carrying it fairly on with 
cifimulation, thought of nothing 
more 'rhen' to ſhock one Party a- 
oainſt the other, and to ſuſtain inre- 
» jf verare the Authority of the Re- 

gent, 
© © The Dutcheſs of Chevreuſe with- 
- Þ| ing the Princes ruine in what man- 
ner ſoever, had already obtained to 
this end, the Duke of 0rl:ans con- 
ſent, enjoyning him not to commu- 
' I ficate the ſecret to the Abbot della 
' | XAniera,as one not to be truſted; for 
\ | che ftrit correſpondence which he 
held with the Prince of Coty upon 
the account of his Cardinalſhip,and 
by conſequenc? with the Prince 
lim{elf. 

The CoaJjutor,in the ſame tim? 
that he counſelled and ſolicited the 
impriſonment of the Prince, p-r- 
liſting nevertheleſs in his defire firſt 

"Ds tO 
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toabaſe .the Cardinal, (of who: 
ſubcilty he was more apprehenſive 
then of the other) he ſought witk 
great diligence to reconcile. himſclt 
to Conde by means of Friknds, Sub- 
miffions, Proteftations, and Offers; 
bur all bis Attempts /proving n 
vain, by reaſon of the ſtrong Anti- : 
pany that the Prince had again N © 
his perſon, as likewiſe againſt Beas- þ © 
fort: they reſolved to joyn with the 
Cardinalto the prejudice of Cord; || 
with a full intention afterward to || 
deſtroy him too, 

Wirh theſe Preparatives for a 
change began the Year 1650, and 
_ all chings being already well diſpo- 
ſed. The evening "before the 
18th. of Fanuary, that was allotted 
for ſecuring not onely the Prince of 


Conae, but likewiſe his Brother and 
Brother in Law, 


| Theſe Princes 
Cing rumour a 


they ſhould b 


upon ſome prece- 

mong the people that | 
e impriſoned, agreed | 
among | 


71 
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hoſe Bamong themſelyes,, never, to ap 
five © at the-Council all-to gether, 4 Kay 
vith @ that time they -.o (nk __ 


ſelf rules 
nb. # Mazarine this notwithſtanding ; 
rs, # was fo much. his- Crafts maſter in 
1 } difimulation, and ſo well feigned 
ti. & bimſelf a, ftranger to any ſuch reſ0- 
int Þ} lution, that finally with a moſt ſab- 
14. © til artifice he fo wrought, that the 
the 8 Prince himſelf _ the Guards, 
ar, under pretext £0 impriton one Cou- 


to | tarcsand became inſtrumental to his 


ownimpriſonment. 
1 The Prince that very morning 
1d | bad been lin the Cardinals Apparrti- 


;. | ment; in che; inftanr that Monfeur 
e | <&Lionne was writing the Warrant 
d # forthe Arreſt of him, his Brother, 
{8 and Brother in Law. 
ul The Cardinal ſhew'd not the leaſt 
alteration in his Countenance, re- 
. & ceived the Prince with all demon- 
: I ſftration of affection and fincere 


| friendſhip: and Conde complaining 
| ro 
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to him of rhe bruir ſpred thorough 
the City, that he was not his true 
friend, and ſought his ruine : Me 
z4rine with the greateſt proteRtatt- 
ons of ſincerity and friendſhip afſu- 
red him of the eſteem he had for 
him, andof his affectionate and cy 
correſpondence, redoubling ſtill his 
Afleverations, that lie never ha! 
the leaſt thought of being againlt 
him; and yet at the ſame time Mor{. 
ac Lionne was writing the Order. 
'Foentice the Duke of Loneue- 
ville t) tranſgreſs the Agreement 
made with his brothers in Law, ne- 
ver to appear all three at the Coun- 
cil they made him believe. that' in 
the evening of the 18th."6f Fanuary 
1630, the Afﬀair concerning ' the 
Marqueſs of peveros his oreat Con- 
fident would be debated ; ſo thar for 
his care to fayour his friend he for- 
$ot his own concern, and' notwith- 
ſtanding that Mon. Priolo his familiar 
Acquaintagce advertiz'd him not to 


LO 
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go to the Council, yet would he 
not be perſnaded,* ſo that "all three 
came 'thicher one after | another, 
though- Conde and Conty'were' dil- 
ſuaded by the Princeſs their Mo- 
ther that very morning ; the Prince 
not'apprehending any thing,/as well 
s | forthe Cardinals demonſtrations of 
4 Þ his rue friendſhip, as for his ' con- 
t | fidence of the' Abbot della Riviera, 
| whowould have told him all, ſup- 

pling that the- Duke ' of” 0-/ean3 
without his aflent would have ta- 
ken no {uch reſolution ; and though 
it had been taken,would have com- 
municated it to the Abbot his bo- 
| ſom-friend---- ob” 55 (it 
- They wentitogerher to Wait OR 
the Queen, who feigning” her ſelf 
not very well-was lain down to- re- 
poſe her ſelf oncher bed ; 'wherefore 
they ſuddenly withdrew, and ftay- 
ing awhile- in the Anti-chamber, 
the 'Queen being alone with the 
King, and ſollicicous for what ſhe 
knew 


knew muſt happen,prayed the King 
- . to ſhut the door, which he did. The 
Princes going afterwards: into the 
Gallery - where the Conncil waz 
held, they found every one there 
but the Cardinal, who was in his 
own Appartement diſcourſing with }| | 
the Abbot del/a Riviera, ignorant 
of this buſineſs, after which he 
found himſelf openly in ;diſgrace, 
with the Duke of orleans his Pa- 
tron , who - likewiſe; came not to 
Council, as they had agreed,! for 
tear of what might happen abroad. 
The Sjewr de Cominges Lieutenant 
of the Queens/Guards- entered im- 
mediately into the Gallery;with the 
Sieur ae: Gnitault. bis, cle, ;and 
Croiſſy, | who told the, Princes: the 
Orders they, had from the King to 
lecure their perſqns, hy 
They ſtaading amazed at, ſuch 
news, the Prince. of Covde requeſted 
to ipeak a word with the. .Quieen, 
but being refuſed, as allo to ſpeak 


with 
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with the Cardinal s«they-'were ,cqn- 
ſtrained to deſcend 'by:; the Back- 
ſtairs that leads to- the-;Garden, 
without the leaſt-no#ſe or; {ſuſpicion 
oiven.t0 any, although the. Halls, 
Chambers, and'Courts were £yll of 
the Princes friends and : follow- 
3 BD MS ne 

They were- carried away.in a 
Coach with a Guard of Horſe tothe 
Bdys-de| Vincennes: The Partizans 
of the.Prigces were! :exceedingly'ar 
Ronithed at chis news, which was 
preſently noiſed in-the City,the {lign 
being givenby diſcharging a Can- 
nca, that.the priſoners were arrived 
at Yigcennti;i whereupon the whole 
City wasimmediacely in- Arms, the 
people believing that the; Duke of | 
Beaufort was likewiſe ſecured, as 
the friends of the priſoners did arti- 
hcially tivulge, to exaſperate the 
people againſt, Mezarines ſo that 
Beaufort was 6bliged | that very 


night to-ride thorough the-City-by 
Torch- 
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Torch+hisht, that he'might be ſeen, 
- which pacified and much contented 

the people, who rejoycing at the 
impriſonment of the Princes, made I 
Bonfires-in' ſeveral parts of the (| 
Town, "with fach Acclamations as I 
if the Kingdom had been” redeemed the 
' from all miſery and affliction, and ths 
a!l blefſed the Cardinal for ſo pious | ® 
a reſolution. th 
But the more reputation he gain- (0 
ed by this a&;the more did he awa- {0 
ken their enyy;and incited the: Frox- 
aeurs to Contrive' his deſtruction, n 
ſince they had obtained their intent | 
| 


in{ecing the Prince of Conde's Party 
laid low, purſuing ſtilb'their for- 
\merdefign of getting "the ſole ma- 
nagement of Aﬀairs in'their own 
power. 

After this there arofe new diſtur- 
bances in divers parts of the King - 
dom, ſtirred up: by the Prince of 
Conde's Mother the Dutcheſs of 
Lomgueville, and many gather Princes 


and 


1nd Noblemen of their Kindred and 
Friends in, the "Provinces | under 
cheir Government ; . and in Paris it 
kf the avouret$of the impriſoged 
being afſembled'in rhe Houſe of the 
Princeſs Palatine, conſulted about 
the ' propereſt- 'remedies to draw 
them out of priſon. , The Coadju- 
tor and Beau orf* concurred with 
them in this Conſultation, on deſig 
10 ruine'alſo Mazarine, and remai 
ſole Maſters. FR STI 
The Cardinal finding himſelt 
nore, at liberty to at, began to 
ragy the ways how. to arrive at 
us ifitent, which was to deftroy the 
FaCtion of [a Fronda, ſerving Frog 


ſelf to.that end with his wonted di(- 


fimulation, excellently by him pra- 


Qiled, to'make apyrar his reconci- 


lation with the Duke of Beaufort 


ſeen candid and fincere, who at that 
time was in the higheſt degree of 
Eſteem ' and Veneration with the 
Parifiens : and with deſign to' make 
TY" MEG them 
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them difligegt of him he, went pub- 
lickly to- pay. bim;a Viſit; unuſual 
© for him.to do, for ,which the Frow 
denrs murmuredagainſt.the Duke, 
calling biz a', Mazaripe ;' Which 
much leſſened hjs credit and eftcem 
with the people and the Faction of 
ba Fronds.. | 


Princes ceaſed nor ar rhe Fame time 
tOTaile new commotions in the 0- 
ther parts of France ; .{o:that the 
Tumulrs of Norv-andy, Champagst, 
and Burowndy were (carce appealed, 
When, as thoſe of Gujenne and chichy 
of Bourdeaux began'to break out. 
Mazarine being no leſs agitated by 
the cammotions of, the Kingdom, 
then by thoſe Pr, where the/pev* 
ple were more and more fet on toSe- 
aitions,he thoughr;fic to cauſe theK: 
_ tokave thcCity again,under pret2xt 
to oppoſe the Preparations of the 


Pantards,who were united with the 
Male-contents on the Configes of 
| | Flan® 


Flanders. Whereupon the Court 


went to: 'Compeiewes and becauſe 


fteged Gmſe, a place of great impor- 
tance, the Cardinal thought it con- 
yenient to go 1n perſon to 'the Ar- 
wc and attempt to relieve - It 3 
which ſucce{sfully - he performed; 


” and -Officers with money, and imariy 
. | Preſents diſtribured; amongſt the 
wang Commanders, by which 
St: ind of dealing he kept the Soul- 
| dicry 'always well-affe&ted', * and 
! faithful to the King' and bis own 
|| peron, 
4 | Uponthis good ſucceſs the Car- 
' | dinaltook courage to go with the 
King t» chaſtiſe x 2 Rebels of Bowy- 
deanx., and drew the Duke of orle- 
5 and alt the Conncil'to his Opi- 
nions 
This reſolution difpleaſed the 
Frondeurs, for the advantages they 


toreſaw the happy execution of _ 
N- 
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the Spunizrds cat this: time had be- © 


having [encouraged the . Souldiers | 


$0 ..'\' TheVilfoly of” 
Enterprize might bring . to the 
Court and to Mazarine, and by con- 
ſequence the damage and-prejudice 
to their: -own' Party, 1 Whereupon 
they began ro divulge.new calum- | 
nies againſt the Cardinal, namely FF 
that this Progreſs was for no other 0 
purpoſe then to eſtabliſh; the Marri- - 
mony of his Nieces, : who after the 
inpriſoament/: of the Princes. were | > 
taken! out: of the. Monaſtery , and $ 
brought. to live in the Palace Roy- | 
al with the Dukes of Mercure, and I 
Canaale only ſon of the Duke of || * 
Eſpernon, * {0 that they plotred all | | 
they could to hinder the chaſtiſe- }Þ * 
ment of thoſe of Bourdeaux., and to 
reconcile themſelves to the Princes, 
and to releaſe them, withdeſion to 
fall altogether upon the Cardinal ; 
and having ruined him to fall upon 
the Princes, and remain ſole in the 
Government, 


To this end, the flattered the 
Dutcheſs of Chevresſe with hopes 


of 


Cardinal: MAZARINE. $1 
of / marrying her danghrer 'to the 
Prince of Coxiy . andſhe beingin 
oreat credit and eſteem with 'the 
Duke of orleans,by her means they 
gained the good-will of that -Duke, 
and with various Artifices perſwa- 
ded him to preſs the Queen, ' that 
the Princes might be brought from 
Fincennes tO = Baſtile, of which 
place! the Councellour Bruſſel 
(one of the chief of the Fron- 
deurs) being . : Governour', they 
thought by this means to get the 


Princes into their cuſtody, and to 


unite themſelves with them, to con- 
found the Cardinal, or if they 
ſhould be able to ruine/ the Cardi- 
nal of themſelves, then to detain 
the Princes till priſoners, and keep 


the dominion in their own - pow-- 


cr 


They joyned themſelves thereup- 
on in a ſtricter union; and diligent- 
ly laboured 'to / hinder the King 
rom going into G#ienne, uſing/1n- 
numerable 


na. Afi. 


22 .© TheYillozpol: | 
nymerable devices to fruſtrate this hat 
intentiob of the Cardinal, who for Bai 
all that, mock'd at all rhe tricks of Wn 
his enemies, and with: more diſcert- 
ing and wiſe Counterplots deluded 
them. | 

Their endeavors to hinder the 
Voiage into Guienne not fucceed- | 
ing, they found out another pre- hai 
text to ſtir up_the people , giving Nhy 
out. \that : Mazarine. was the only Wh 
Obfructer of the Peace, and that 
they ought to confider of the means 
to force him to conclude it ; the 
the Duke of Beaufort with like pre- || x: 
| textsendeavored to regain his cre- 
ait with the people, from which he 
Was much. fallen, -ever ſince the 
Cardinals Vifit. 

The-Court ar this time went in- 
to Guzeyne, The Duke of orleans 
remained in Paris in quality of 
Lieutenant General of the Crown: 


The Cardinal, though he found 
himſelf ſtrong enough # forces t0 


chaſtile 
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this B348ife the Foardeleſt,: yet tid noj 
tor Acct #6 AD Wont au, 


$ 
I0- 


mit ies eo | 
bom to Teek by Fair means and by | 
reaty to quiet theſe differences, 
ded Frciowing the ill conſequences "that | 
1, (oo the bloody termedies of Arms, if 
"* Fagainſt ves own Subje &s, © | 
d Bur , the* Zowrdelefe that were | 
** Fback'd by the Parliament of *Paris, 1 
' by the Faction of the Princes, by 
Y Þ the Frondewrs, 'and by the very $p4- | 
niard;, obſtinarely prepared them- it 


5 | ſelves to adefence;” | 

+ The 'Spaniards, making advan- 
tage of this diverſion; recovered 

" | Prombino and Portotongone in” Italy. 

" | And in/Flangers, joymng with [Ma- 


reſchal" Twre##e" they: robk 'RKhete!, 
and /4'Chapette over.running . the 
Conntrey "within teri Leagues of 
Paris, © = "2 BY 
The'Frondexys reſoycing ar” this 
Propreſs of the enemy; thought of 
nothing more then of the delivery 
of the Princes, to Ch = 
03 a. 
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the Cardinal, hoping that the Oh. 
ligation, in freeing them from Pr; 
ſon, . would cancel the demerit of 
making them Priſoners. 
-. None was more zealous.to ſerve 
the Dutcheſs of Chewreuſe then the 
Coadjutor, who by means, of Let: 
ters., reciprocally convey!d to and 
from the Princes, had gained a pro- 
miſe from the Prince of Corty to 
marry her Daughter. .... 

Hereupon .ch2 -Dutcheſs preſſed 
the Duke of 0-leavs that, he would 
likewiſe. ſet his helping hand to 
their liberty, PN” - Os 
. But, the Perſuaſions of Monſicur 
Tiller, Secretary of. State, (left by 
the King at Paris to.afhift the; Duke 
of orleans). prevailing . with the 
Duke, and knowing. the danger, 
that if the Spaniards ſhould advance 
ay fax. as the Caſtle of Yincennes, 
they might (et the Princes at liber- 
ty,., conſented, thar they ſhould .be 
removed to e Caſtle of Marcou(ſy, 
to 
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to, keep /1them.- Rill: in: -qhe) Kings 
Powere: NOI I 3:1 B28 9190] 
© The Spaniard; making:yfe;ofirhis: 
favourable.\conjunRuxey:'for cheic 
rveF intereſts, rhows ht to increaſe thera-! 
the Þ nimaſiaes. gf chÞ) Parjpanry by ſend:- 
et} ing a; Trumpet from (che: {Artchs 
nd Þ Duke,' with :Letters' to the: Dake 
0- | of Orleans, inyiting: lim to:a2 Treaty 
to f for a General Peace, with a ſhew of 
| | fincere intentions, 0 Zi: 
« || - The Dake willingly! lent.an ear 
la } tothis javitation, hoping theteby to 
0 | acquirend lefs-gloty abroad > then 
_ Þ credit and good-will amongſt» the 
Ir | French : wherefore difpatching ſc- 
y þ veral;;Conrriers,to , Coutt,; they..to 
e | Pleaſe; him, ſent; bim-Powervand 
e | Authority! th: Treat; the Cardi- 
» | Pal nor doubting bug that quickly 
. (4s,; it afterwards happened) he 
ſoyld;difcover the. Arts by which 


Unis Engine-was legeltd.-., {+ il! 
* | --The Princes friends inthe mean 
| timedid not ler Clip: this opportuni- 


| E ty 


86 © [The Vifthzy of 
Cap inftigate the-'people' {0 muck 
the more againſt Mazarize, affixing 
ſeveral papers inidivers parts of the 
City, inthe. Mareſchal we Twrennt's 
' narme; Containing in ſubſtance that 
there. being-in che Cardinal as great 
a teluancy to the peace, 2s in the 
Archduke and the” Spaniards there 
was2 readineſs and inclination for 
it, they ought by no means to loſe 
this opportunity of enjoying agaif 
fo great 'a. happineſs; aggravating 

withall the mileries and ruine that | Þ 
by:the continuation'of the war h0- K 
vered over all France, fl 
-..To this effe& the Marqueſs ae If * 
Bagnz Apoſtolical Nuntio, with the l 
Geuntd' Avarx went to! Sviſſons 10 | 

! 

| 


-donkcy with :the: Arcfiduke about 
the» firſt 'Ovettures. Where they 
not onely found none on the 'part 
rhe Catholick King,” but alſo weft 
lightly anſwered by: Do# Gabriel 4 
Toledo, that it ibehoved'them to ex- 
pect. Orders from! Spain's whilch 
| ene 


_ CandifalMAZARINE. #7 
the Atehdike mite account Hig Hd 
beer Pletiiporentiary, havittg made 
thetavitation with ſuch carneffneſs 
&id importunity. | 
[2 Thoſe of Bonrdeaux inthe mean 

while - were \ reduce to ' great 
J ſicightsby the” affaukt made -npon' 
the Town 'by the Kings Army, fo 
that they-inictined ro an Accommo- 


ſe | dation+; -nor' did” the 'Conrt- ſhew 
n || much averſion'chereuno, 'for” the 
s | ipprehenfion' chey- had of che-com- 
it | thorions '6of Paris -: wherefore the 


- || King'granced them a general Am- 
neſty, without. giving car to their 
importuticies for ' che defivery 01 
the Princes:, -but' giytag them- the 
ſatisfa@iofi ih' the- removal of the 
Duke of... B{pernen from-rhar Go- 
vernment, the reſtremaiding in the 
\\'VhisPexcs of Bowrdeanx was 're- 
cdive&Iwith watxpreffible © bitters 
neſs by the Frondevys, who jealons 
that - the Cardinal would fer the 
"4 | Prin- 


88 _ The Villozyoh: 1c 
Princes at liberty wighons:acquaint 
ing them, they. united. -themſelyes 
afr.fh with the Duke. of 0r/can; 
and (ought by all means to ſer him 
. at odds With; Mazarines; W hom | they 
24vc.t0 underftand that .the Cob 
ould return-to Peri, and this with 
intent to; hinder him of. thoſe ad- 
vantages that he might reap by the 
Voyage of Tholpsſe and Provence, 
which was in a.manner fixed imthe 
relolution of the Cardinal for 'many 
weighty reaſons, who preferring 
the urging deſire of the Duke of 


Orleans for the Kings return to F4- 


71s, and the neceſſity of providing 
tor.the ſecuring of-the Princes. (i 
cauling theta.t0 be tran{ported t04 
lafe P ace. then Marcouſy) before 
any other conſideration, he brought 


| 
back their Majeſties towards Park 
aud th 


s Ny IEmained 4 Fountarnbleen, 
whither the, Queen invited. «þt 
Duke of Orleans to conſult Afﬀeairs 
or great umportancez bur in. effc& 


il 


| cardifarmAZARINE: 89 
nt: Bf {tas onely 16 Win hit fo the re. 
moval'6f the Princes;a'thing dread- 
e'bythe Frondewr?; who foreſecin 
1" hadimiale the Duke promile 
their fieverto\conſentto-it :bit the 
eafe/)narave' of that *Prince ſubmit. 
ting after his'accaſtomed manner to 
tle!Gewind/of thee Queen, and' to her 
Cateffes; hb romdmnor! deny'to give 
ter the tratifport'"of* the 
Pridbes to: Whthre We" Grate, Which 
Was done-che'r5ch, of November fol. 
lowing; the Count: Warconrt being 
welyQdnyoy, 0011 22 
*:!1This blow' niich confounded the 
Prowmeticls and Kereforethey ſought 
anew to 'poffels the” Dukes mind 
wt fears-2rid ſuſpreions, and: joyn- 
ed. themſelyes'again (with all the 
Princes' Kindred, Frietids; and Par- 
akets) \Withithe! Ducheſs df Chev- 
rexſe, the Marqueſs of Chaſteawhonf, 
the-Dutcheſs of Orleans, and Mada- 
I Pwiſele;;! and? -imployed all their 
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iN thoughts on the berry of the Prin- 
ces, "0 Bur 


90  AyeDitoey oi: 
But they; doubted! by vat 
courſe to; atrem it 2 '\$0me were 
of opinion thas they'ſhould- gain'the 
Caxdinal.z' for the Prifaners| once 
delivered; , and {4 ,Frondd -nmiing 
himſelf wich them, they-might 71- 
ige him at pleaſure : But the #24j0r 
part concluded, chat: they. ought to 
make ,nſe- of: a; Frondd's; Yorer 
Theifirſk way, was-trieds bur proved 
in vain, Meesrive apining,; that for 
the ſafety of the” Kingdom the) 
ought-not t@1tsuft the ns at -libert) 
ce op Majority 4y wo 
ey nag:recowft;rogheditond MA 
kiag whe Duke of 0r/44ns dead: & 
the-Caballs who at length -having 
by his intreaty: won the + non tO re- 
move ts Pare, gained-a garat- Itep 


By": thele - inceſtine;! biftractions 
France conmued to fee] ww 1C1VETS 
parts. more and more the edf:ts of 
the preſent calamities, ioſipg. at the 
lame uns Fix, Mirgvet,and Forteſs 


to the defigns-of rhe Frandtnrs:: | 


Cardinal MAZARINE- gr 
in Catalonia, and Mouzenin Fraxce. 
| The . Cardinal t9-;recover theſe 
the loſſes, and to clear Champegre from 
threnemy, who, was fortified there, 


ing | 9p the gaining of 'the Rhetel, re- 
tn. | foivedto go in pie tO regain that 
. | place, which he accordingly did 
/0r ngy x 

" aboue the end of. November... with 


12090, Souldiers, and recovered it 
within'the ſpace of five days, to. the 
great glory, of th2 , Mareſchal 4» 
Pleſſis Pralin, who commanded. the 
Army. 'The;Opinions were -vari- 
ous, whether they-ſhould proſecute 
the Viſtory by giving battebt0: T#- 
renne, who was drawn near to {uc- 
cour.it. : the Cardinal concluded 
contrary £0 the reſt; that they ough. 
t0 fight himy which they did, and 
gained-g remarkable Victory,: with 
the' total - rourt' of -Turenme, taking 
priſoner Dow Stephano di Gammara,a 
Cavalier of con{id-rable.\condicion, 
and General of - the-Spaziſp! Txoops 


that were united. with. Twrewnee 
| E 4 The 
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92 TheViſtoy of 
The Cardinals enemies conſider: 
ing, that notwithſtanding all their 
Machinations he”had the hap in 
few moneths, andiini the cheat of the 
greateſt troubles, to impriſon the 
Princes, to ſecure their Towns, to Þþ 4 
relieve Griſe, to conſerve Havre a Þ | 
Gr4ce,'to'recover-the Caſtle of Di- Þ} i 
70x, the/Towns of Darvillers, Bellr- Nh Ni 
earde, Clermont, St. Fohn de'l Auſne, | i 
Ferdin, Caen,Diepe, toconfirm Rov- t 
en inthe: Kings obedience, which } - 
hadÞbegatits'rebell; /to quiet Bow |þ ' 
deaxx,"and put'ian end ro the'com- || | 
motions of -Giienne, and: laſtly dri- 
ven the'Spaniards from Rhetel!-: Suc- 
ceſlesable to britg his' enemies to 
the greateſt deſpair but 'which 


(quire contrary): fave occaſion to 
his triendsxo/do him that miſchief 
by their flatteries, which the others 
could nordo by their perſecutions 3 
\ for while he was reſolved to' conti- 
nue yet ſome time 'with the Atmy, 
thoſe that had'an affe@ion for him 


"RIA" 
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;nviced him” with great impottunity 
to/return to triumph'in Paresyto The 
end that (as they ſaid) by the-ſplen- 
dour of his glory he might "dim the 
eyes of ' his Maligners ; which-{0 
awakeried their envy;Tancourj/and 
jealoofie, thar miiding nothing elſe 
but his ruine,jadged there couldbe 
no better way to: compals it then to 
e, | free the Princes z (o that all uniting 
/- | themſelves with the Dake of 0r/e- 
h f arr and the Parlement;/they cauſed 
" | this laſt co make aRemonſtrance ro 
* | the Queen for the Princes liber- 


bY. 

Her Maj -ſty very prudently en- 
deavoured to gain time, - hoping by 
theſe means- t5 effectuate? her de- 
lt9ns, but the Combiners continued 
their Aſſemblies, . and after -divers 
Treaties they concluded with the 
Duke of 0rleans; and! by engage- 
menrs'of Alliances and'other ways 
took the boldneſs whatſoever came 


on't to have the Princes out cf pri- 
ſon, - E 5 "ſhe 


294 . | The pily gi 
The Cardinal: was--not well (cr- 
ved -in.the management of theſe 
Treaties,-not' having thoſe Adver- 
tiſetnents that were neceſſary ; fer 
if he had-been thoroughly inform'd 
of their deſigns, there-'is go; doubt If ir, 
bur ke would have found ways to Þþ ir 
have iruſtrated them, _ _- th 
The CoaJjutor appeared in Par- I q 
liament 'the firſt of February 1651, |; 
and enlarged himſelf in an eloquent I} t 
{p:ech in favour of the Princes, 
giving weight to his diſcourſe by 
ſhewing that it was wholly con- || ] 
formable to the ſentiment of 
the Duke of Orleans : whereby 
he more and more diſpoſed the 
minds of the Parliamentarians in fa- 
vour of the Priſoners, and confirm- 
ed the Duke in his reſolution, per- 
{wading him openly to avow to the 
Court, -nati to appear any more at 
Council,” ſo long as the Cardinal 
came tnere with whom he ſhewed 
himſelf extreamly offended, 


The 


Cardinal MAZARINE. 95. 
The Court was much perplexed. 
at the found of fo many Alarms, and 
knowing that the preſent conſtituti-. 
on of Afﬀairs diſabled them to ſhun. 
the blow,. they reſolved to prevent 
it, by ſetting the Princes free before: 
it came to force of Arms, wherfore 
the Mareſchal de Gramont, the Mar- 
quels de Liowne, and Secretary. Gou- 
> | /s, were diſpatched: away ſecretly. 
rf totreat with, them. 2177 11 

, The, Coadjutor in',the. mzan- 
' | while was much afflitzd:rhat } the 
" | Parliament could not be induced to 


| decree againſt the Cardinal, whoſe. 
innocency appeared .{o.,mmch the. 
more clear, that notwithſtanling 
the moſt diligent Inquiſicion: of bis 
very enemies, they could not fiad 
any proofs of the accuſations lail 


- 


1 his charge. * - Ne AO 

Finally, - agother invention. was 
found out tn incenſe the Parliament 
more highly, which was to make 
them b:lieve that the Cardinal had 
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96. + Tho Viſlozy of - 
publickly communicated thoſe 
Counſels with Fairfax and Crom- 
will, 'which ſo exaſperated even 
thoſe that had yet ſome kindneſs for 
lim, that they not only voted the 
1inoceney of the Princes, © but alſo 
the Cardinals "Condemnation ; ag- 
gravating that he had diffipated the | Q 
Treaſure, hindred the Peace, and || 0! 
alperſed the Parliament 'with injuri- NÞ * 
ous and diſhonortable words ; pro- || 
pouncivg 'in concluſton, to ſuppli- Þ| * 
Cate the Queen to ſend him away || | 
| 
| 


trom Court : and accompanied this 
. their "deliberation with 'publick 

cries and 'clamours againſt Maz4- 
rine, 

The Duke of orleans went after 
to the Parlement, to confirm what 
the Coadjutor had- delivered in his 
name, and {ollicited for the c feu- 
al removal of the Cardinal, and for 
ſerting "the *Princes at liberty, car- 
ne\tly ſpeaking in their behalf, and 
Wh great {harpneſs avainſt the 


Car- 


Carditlal MAZARINE. 97 
Cardinal, which- emboldened the 
Parlement to perſiſt in their delibe- 
rations againſt him, although the 
firſt Preſident Moll (4 well-mean- 
ing man) did-'feck toallay thoſe"too 
licentions diſcourſes :| but 'he him- 
ſelf was conſtrained to go to' the 


Queen, to remember Her Majefty 


of her promiſe to free the Princes ; 
to whom-the Queen anſwered thar 
ſhe did continue in the mind to ſer 
them at liberty ; 'and to that- pur- 


— 


poſe had diſpatched Gramont and Zi. 


onne to Havre de Grace,tO treat with 
them about ir,- but that they onghe 
not to pretend nor expect the exe- 
cution of it, withour due precauti- 
ons for the ſecuriry of the States ag- 


- gravating withallz that all the ſup- 


plitions brought in againft- the 
Cardinal were (editiqus,lies,and ca- 

lumnies, OE 301 
But the Regents exaggeration a- 
vailed nothing : for the Oy of 
the Princes, and the removal _—_ 
>ar- 
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Cardinal,were decreed anew by the 
Parliament | 
All the three. Factions were at 
this time unitzd againſt, that of Ma- 
zarine, Who was upheld by the ſole 
Authority of' the King and Queen, 
and Forces of the Kingdom 5 and 
being in'this ſtreight, his only Me- 
ditation was how to put in practice 
the laudable Maxime | of tempori- 
Zing, 
The Court, by reaſon of the ge- 
neral uniting of ſo many Seditious, 
was -neceflicated to give way to (0 
many contrivings, in which the 
Dutcheſs of C evreuſe a&ted her 
part to the life, ſtimulated by inter- 
eſt, and by the ambition of the a- 
foreſaid Marriage z for, ſetting that 
alide, ſhe was the Cardinals inti- 
mate friend, And feigning her 


ſelf ftill ſo, rold him confidently, | 


thatif he did withdraw himſelf for 


ſome ſhort time, he ſhould by that 
means appeale theſe firſt paſfions of 


the 


Cardjuat MAZARINE. gy 
the Dukeof,grlcan,who return 
tothe Council, - the Queen, wou 
ſoon'win him-t her party $3, and in 
few days he would be. recalled. a- 
ozin, knowing the natyre of: the 
French, that having oþrtained their 
delire, they preſently grow: Weary, 
and Change their mands, 

The Cardinal ſufferiag himſelf 
to be-lalled afl-ep by the harmony 
of this $yren, and not to put to ha- 
zard the publick Tranquillity, re- 
(olved his Departure, and went to 
impart ic to the. Queen, adviſing 
her to ſtand firm in her reſolution 
of keeping the Princes faſt, while 
he, ſecuring his own perſon, ſhou!d 
take away all pretext from theMale- 
contents to, proceed further z and 
leaving her many good Memorials 
tor the ſexvice of the King and: the. 
Nate, with. a Letter from the- Re-; 
vent to the' Sievy de Bar (who had 
the cuſtody of the Princes) contain- 


ing a preciſe Order to -obey the 
Car- 


' #60 - © ThehHiflozp of 
Cardinal in - every particular, he 
went/in all diligence towards Havre 
de Grace, with deſig that if he 
could not handſomly ſecure the de- 
taining of the Princes, to cauſe 
them at leaft ro. 'acknowledge him 
the Author of their liberty, and 
by this act to oblige them to a'grati- 
tude, making the Count de Serti- 
ent and Monſfienur le Tillier partakers 
ahd aftors in this -and - other {e- 
CrFets: 

The evening before the 6th, of 
February 1651, he got on Horſe- 
back, with onely three perſons, and 
paſſed out by-the gate of Richlien, 
without which hefound divers Gen- 
tlemen, to the number of 400 
Horſe; that expeed him ; agd with 
theſe he' went to St, Germaine, 
whence'he diſpatched a Courrier 
to the” Marqueſs d Lionne at Havre 
de Grace, to underſtand the: iſſue of 
his Negotiations, and to Monſieur 
te Titlier, Puttins him in mind to 

oiV* 
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vive way tO the Princes delivery, 
till he had ' adjuſted what chey had 
agreed upon 'amongſt themlelves; 
which being come ro, the know- 
ledge of the Marqueſs de Chaſteau- 
xeuf, he making uſe of it for his 
own benefic, hoped by rendering 
himſelf che principal Author of the 
Princes libetty, © to delade the de- 
fiens of the Cardinal 3; who being 
adviſed of the ſtreights' to whic 

the Queen was more, and more re- 
duced, reſolved no longer, to defer 
the Princes:releaſment. ©, 
The 12th, of Februgry* he Hafted 
away to Havre de Grage, where he 
was feceived with all demonſtrati- 
on.of Honour, and entering where 
the Princes were, with much frank- 
neſs uttered theſe words, Fo porto per 
ordine della Regina la liberta a Y. Y. 
A. A.ſenza alcuna conditione; 1 bring 
by the Queens Order your High- 
neſles liberty without any reſerve * 
yet adding,sS eM, vi preed pero — 
0 


192 Tho Villozyof 
lo Statto il Re , 1s & li. perſon; 
Her Majeſtie prays ye. to love the 
Yate, the King .and her Perſon; 
delivering, all this 1n.a poſture of 
Reſpe@ and Reverence, yet not un- 
beſeeming his Quality and ſweet Iþ 7, 
manner of ſpeech, Col 
The Prince anſwered in name 0 zn' 
them all, with a chearful but grave ÞÞ 4; 
countenance, ; Noz ſj chiamamo obli- | yy 
ﬆ 

( 

tl 

b 

l 

1 


£4114 SM. della gioſtitis che ci ren 
de 3. ſerviremo [empre. 4 Re, 4a Rt- 
to her Majeftie farche juſtice; wiuca 
the . renders. us.:;..we ſhall always 
ſerve the King, the Queen; and 
embracing the. Cardinal, - 4nc0r6 
V6: S1gnore, and allo you Sir. 
... The Prince of Conde reſolved to 
dine before he went out, wherefore 
the Princes,the Cardinal, Gr amon!, 
Palleas, Lionne and Goulas (are dow. | 
to dinner, entertaining one. another 
with mutual familiarity, in which 
was verified the ſaying .of | Caſar, 
ſpeak- 
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ſeakind of the: French Humour. * 
After- dinner :the Cardinal had 
rriyateConference with thePrince, 
and itimediatelyiigoing! bur of: rhe 
Fort | they/- entred.:.inco Marefohal 
de Grawonts Coach, "the Prince of 
Conde, going in laſt, placed himſelf 
inthe Boot, and hearing the :Car- 
dinal to wiſh him-w/ good  Voiage, 
did notanſwer'|hin wich. the: leaſt 


? 


thew::  -courcefie, making: the 


Coach-drive.on without ſaying any 
pains the Cardinal quick- 
lyzy taderſtand tho requital ke'was 
19 fxpect;! £69 5rhe cknwb embraces 
ments withwhidh he \received Him 
on the day of: his ge > 0 
with \ 'Proreſtations- of a" ſincere 
friendſhip;|\when ac the 'ſame*inſtant 


he made chendfamoeſs of Ling || 


write the. order for- bis Arreſt; - _- / 

. Upon' the News'that the Cardi- 
nal was gone from Paris; the'peo- 
ple were preſencly up in arms; rune 
mg tumuicuonfly: ro: the OO 
£3 ih ' NOYy- 
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Royal;and'ſiſpeRing thar the Kino Wk 
and Queen were -alfo upon: depar. {Ft 
rure, they '\placed/:-2000. /Men:in hat 
Guatd: and theidiffidence' and-vmpu. bis 
dence of the Frondenrs went: (0 far, 
that They placed Guards event the 
Kings bed: fide,''who ever and anon 
opening the: Curtains oþſerved if he 
ſlept, and if he wereitherey 1 11 
The \Cardinal-being deparced.the 
Queen: 'fentro invite! the Duke of 
Orteans to the-Council,-:who'' under 
leveral /pretences refuſed: to: come; 
for fear leſt the Queen: ſhould gain 
bim.ahd ſend for the ©ardinal back} 
whb!,cagſed: his! Nieces:! alfo robe 
conducted out of iPapirs tl nt 0 
. Mazarints Enemics greatly fear- || © 
ry return; miiſtetbrhat Orleans | 


recevea promiſe from the 


Queen; that ; he ſhould- return; no 


more, about which the Parlement 
framed a moſt rj 


which the 


the: King 


rigorous Decree, by 
y J0yntd-Hing to depart 
0m: within x5: days, 4s 


like- 


Cardical MAZARINE. tos 
ikewife this Kindred vand Familiar. 
riends,,underid ves Mul& ro any: 
hat ſhowld xecei ——— 
his Order--to/! be:confiemed: by 
the Parlements:of France,” '! >: ! 

ie Þ :v The Catdihal lingered ſome time 
n Nat Havre der@face, 'cobfultihg>witky 
e Þ his-friends to:-Wwhatpart bet ſhoutd 
3 retire, upon; which occaſion: ney 
e || that coveted his Charge reported, | 
thac he ftaid there 'to mak-- himſelf i 
Maſter :of that place. Wherefore |'$ 
to: take away all! pretexes. of their 
Exclamations, and being daily more - 
convinced: of the vill +will of 'the 
Prince of Conde,. who ſpake injuri- 
ouſly of. his Perſon, he'treſalved: to 
depart; with - many: Gentl-men his 
Friends, who | tog -ther - with feve- [it 
ral Souldi:Ts: maae- up the number [' 


) 

ng 
ar 
10 
jo 
r, 


of  near-100- Horſe, 'and travel- 
ling with great barothipiand incom»+ 
modiry[by rcaton of rhe-tharp'feaſon, 
he went to-:Dorlans a Town lin Pir 
cardy, under the CIS the 

eur 


os . 'CheVilowy'et:ii:> || « 


Siclir:: de © Far 1, who! was | one of 
thaſe-thatfollowed him, ' being «Neſs 
crived with: great honour and civi- 
lity in all thoſe Provinces: 

He ſtayed there ſome rime to re« 
folve where he mig hebeſtrerire out 
of the- Kingdom. :-:. The: Pariftent 
renewing their: .ctamours to the || cor 
Queen; conſtrainedher to:write to | Co 
the Cardinal, | that for 'rhe goodoof Þ| 6 
the State ble would-fpeedily: go out || rat 
of theKingdom,indycing: her more- || w: 
over:t) make a: Declaration; that Þ M 
all ftratigers, rhongh naturalized, | 
ſhould not for the future be capable || tl 
of being-admited into the [Council || h 
of Hate; ſome infifting char even || 1 
the Frenth: Cardinals: ſhould.'be || | 
compreliended'; and: this . chiefly || 1 
to'keep of - the- Coadjuror: from || | 
being, Chief Miniſter of :State: (to | 
which he aſpired cogether with the 
Cardinalthip) who was really;more 
hatedithen loved; beitig- held to be 
a wan very violeat,an Lardy inhis 
| : > mod0= 


) | cardinal MAZARINE. toy 
«þ:vtirions, rhough he'w ax doube- 
te! leſs one of the braveft Perſotts' of 
od a RA; 

This Declaration was paffed in 
e« N Parliament, bur by. reaſ6n of rhe 
ut Fcontrariety of opinions in the 'pary 
# ſ:icular of the French Cardinals, ac- 
ic || cording to the inclination. of thoſe 
0 | Counſellors , (thought it pafled al- 
f I in this particular) it was mode- 
It | rated, and had'not'its full force, and 
= | vas put: in execution, only againſt 
CY Matarive , who ſlaying 1" in 
5 | France,expetting hisPafs-port from 
- the Spaniard, gave new occaſion to 


his adverſaries to. murmur , who 

induced the Queen apain to (ollic 
|| his departure our of cheKingdom,to 
| which the Cardinal ſhewed*himſelf 
| | moſtready,though his friends offer- 
ed_hitm rxooog fighting men to de- 
fend him a gaitſt rhe, perſecution of 
tis etiemies; ant! even rhe Speuiards 
themſelves promiſed” hjm' all* vigo- 
rous aſſiſtance; with 4 Penfion = 
i A in O- 
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ioferionr to, what ne had in France, 
- "The: ardin; ].reje&ted all. moſt 


= - 


generoully, into whole Heart the 
French (bis Enemies) with all their 
injurious dealings copld never in- 
troducethe leaſt ſenſe of revenge to 
the damage of Fraxce,{ince-thar the 
(enſe of gratitude.rowards their Ma- 
j-ſties, and his Corlial aff:&ion for 
thoſe that were. Loyal, were too 
prevalent .in his Noble Soul. He F C 
depatted therefore ſpeedily , from. | tec 
Dorlans,from whence he wrote two Þ te 
yery,handſom Letters, -which were Þ| in 
ſeen in Print, on: to the Queen, and Þ| {6 
the other, to the Count d: Brienne, | 81 
at that time chi-f S-crerary, of State, || fr 
tull..of cordial exprcfions of bis |'F 
conſtant fidelity to their Majeſtics, | 
and of prudent counſel for the good || 
ofthe Yat® ; the tenour of which |-p 
Letters moved atender, compaſſion | 
f 

( 

| 


an 0 e minds of his Friends, and in 
ward)y. convinced and ſtaggered his 
Encmies, From thence - went 10 
EI 


| 


Perone, not without ſome inconve- 
nience, Where he found his Nieces 
conducted; thicher 'in ſafety by che 
Abbot:: Ondedei He went: with 
them to la Fere, and thence: to Rhe- 
tel; from whence Generel Roſa with 
300 Horſe conducted hint to Barle- 
a4, Where, in {ſequence of ;rhe 
H2nours done him in-every place in 
this his ; Retirement, by. an::expreſs 
Courrier he received the moſt-cour- 
teouz proff;rs of the Eleor. of:,Co- 
len, who fent, to inyide him! offer- 
ing him his whole Scace-£o:bo ar his 
4arvice, with all che Kind gxprefſi- 
985/ that could poſſtbly be expected 


from a generous Piiace and: atrue 
'Friend- T7 e711) 2» 1 1.438 1 
-\ Por:zwhich having given, to that 


Prince moſt aff<ionate thanks; [he 


Proceegel.on ' to.. Clermont, by the 


aflittance: of the Mareſchal de ls 
Ferte Sentterre, Who in thac- Ren- 


OROIEE Gave: bim many. aughentick. 


proofs 


© 41 a 


a loyalfand faichful friznd- 
Lies ſhip 


Þ, 
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ſhip, which he made more particu. | 
larly appear in refuſing to put the 
Town into the hands of two Gen- 
tlemen of the Prince of Conde, 
Who had brought him the King 
Order,the Marelchal excuſing him- to 
ſelf by telling them that he had roo |: 
much cauſe to believe,thatthat Or- hy 
der was extorted by violence, and |*® 
. that/ therefore he would not give. 
credit" to it unleſs he were ccm- 
manded by him thas intruſted it 
with him, which was- as much a > 
to fay-the Cardinal, who under N *\ 
ſtanding | this, notwithſtanding ” 
the forcſaid reflexions, to ſhew k 
how:mach a Kihgs Order ought to 
be reſpetted, prayed the Mareſchal 
Fvy bey"ir, which immeciately be 
ARIGG 31: 517 | | 

From Clermont he went t9 St b 
' dan, where VNCe More by the 1m-£ 
- Portunity of his enemies receiving f: 
\the by gs Orders ro depart quite 
our 07 the! Kingdom, he- went 1}: 
a 2 Boull01 
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pwozllon in the: State of Liege,!, con 


 Froyed by Den. Antozio, Pomentels, 
\ {Major General of the Spaniſh Army, 


ith 502 .Horſe.z the Spantards 
themſelves concurring to demon- 
ſtrate to the world; thar they under- 
ood the Merits of | che, Cardinal,, 
and the; Honours due to the Sacred 
4 urple better then the French. | 
From Liege | he. continued his 
n. (journey towards Apr 14, Chepelle, 
; $and from thence he paſſed; ta Bray, 
x $* place, belonging to the, Elector, of 
Calen,, /who ſent, immediately. to 
ng | <mplement him, offering him all 
w | Tanner! pf, courtefie, 5, and  b;ing 
Koyally..xeceived; in, the; Electoral 
al Palace, he was firſt .viſted by all 
ref he Cannons of the Archbiſhoprick * 
of Col by, and the Princi al: Gentle- 

| men of the Country, and afterward 
by $ :Elegtar himſelf, ; who me 
expreſly, {rpm Bona.the place; of his 


- © Ot oY In. oe re Ar EO VEG IS ww — -” DW — 
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tell 75 HERE: The Cardinal. went £0 
return/his Viſit, where he was re- 


Fs ceived 
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ceived: with *allrhe© Honours that 
could be done to'the greateſt Prince, 
and'came back to Brulinfinitcly ub: 
liged to the Ele@or for his civi- 
lities, WRES | 
Here he fixed his abtde, and the 
concourſe of all forts of people that 
came to ſee him'was ſuch; that that 
place ſermed a great *Court, He 
was complemented here by Expre- 
fes from the King and Queen 0 
Poland, from" the Queen, of Swede- 
land, from the Ele&yrs' of the Em- 
pice,' and finally from, 'rmbſt of the 
Princes of Europe, Who ſent'ro'offer 
him their Domini6hs 4 ro the great 
mortification” of bis \ enemies; wi0 
the more they, foutht” ro abaſc him 
by their paſſhonatt* reſ6lutions, the 
more' they ſaw bin honoured a0d 
extolled by all the world. | 
The Princes ji the- interim arti” 
ving at Pare, ant HE Queen With 
the King | remtfainin's” in '7 manner 
Priſonersin the Palace Royal, wir 
| 'P chey 
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they were begirt on all {1des -by the 
armed Parifens, all the concourfe of 
b- che Cavaliers was at:the [Prince of 
i- | Conde's3, and of; the.) Ladies ar, the 

Dutcheſs, of Loxgneville's, fo. .that 
he Þ there ſeemed to be no ſuch thing as 
at a King. But although the Cardi- 
at Þ nal was abſent in-perſon, yet he, was 
Je | virtually prefent;” applying him(.lf 
{. | contiaually: with the greateſt, arti- 
f £ ficero divide the minds of the Froz- 
- | dewrs from the Union of the Prin- 
- | ces: andthe; Dutchels of Chevrenſe 
c | bing the. perſog,; ghar. to FRIEE ih 
r | 24 Qoadjuror Jonerned. rhe Who! 
t | Caball, he applied himſelf to,thel 
0 | means: that. might draw, her. from 
n the Prince's party ..or. iadeed make 
e 
d 
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ber their, enemy-y,for which he kuew 
a9. b tter way then to (fruſtrate the 
Match berwixe.the Prince. of Conty 
and, her x Iu Taking this 
buſineſs in hand; he ſuggeſted'to his 
Conftdents.. at, Parg | fuch, items, 
which .being by them OPAPIRALY 
Bol or) 3 Od” 


wo. Hs. WE. Ax at. 
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obſerved, they' made Conty believe 
that the Princeſs of Chevreuſe was 
not - of: that Quality befreting his 
birth , and they 'intimared- ro' the 
Prince of Conde, that if the Prince 
his brother ſhould marry, it would 
much prejudice the Revenue of hi; 
Family, by the divifion of the com- 
mon 'Patrimony: Befdes;the Prince 
of Conty being of a bleak complexi- 
on and tender, Marriage would ſhor- 
ten his days. 

Theſe diſcourſes did ſo far pre- 
vail with both the Princes, that 
Conty declared ' that he” would not 


whzery,” + o/ft] fe 1 

Upon' this repenting, and going 
off fron their word, the Dutcheſs of 
Chevreu FfFenu with fwch (difdain 
agamft the 'Prjh&es,” that he fool 
withdrew her ſelf fromthe Union, 
together with the Coat itor, who 
was 'likewiſe' much netded at it- 
ey. joyned "themſelves ith the 
Dake | Ortkeans, and'tndeayonred 


YT, Coed aacred od. it a > on 20 =* i 


( which 


tr Rae Bo. wok . 


el MAT ARTE rin 
(which ar length they acc ompliſh- 


ed) to reunite him to the Court, re- 
conciling themſelves to the. Cardi- 
nal, all things being agreed on as 
hereafter ſhall be declared. 

The Duke of Eſperzon in the 
mean while foreſceing the diſorders 
inevitable in a Province againſt 
which he had ſhewn himſelf fo 0 
poſite, and drawn upon himſelf the 
general odinm of thuſe people, he 
made a. Propoſal to the Prince of 


| Conde,to exchange his Government 


of Gwuzenne for that of Burgundy, 
where the Prince was Governour, 
who at firſt did not ſhew any incli- 
nation to it, but afterward. under- 
ſtanding that Aazarine having: an 
iokling /of it + with'. ſtrong. Tea- 
ſons had diſſuaded the Queen from 
it, he was more earneſtly bent upon 
it, And although moſt of the 
vtateſmen were of Mazarine's. Opi- 
nion, not to permit ſach -an Ex- 


change, ; nevertheleſs the policick 
Fa . Rear 
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Reaſons alledged by the Count & 
Servient prevailed for it, 'Wwho ſoon 
after perceived*his errour, in belic- 
ving to gaiu the Prince, by ſatisfy. 
ing him in this particular, which 
clean contrary rather proved anin- | 
citement to him to pretend to great- F rim 
er things ;-for he had no ſooner ob- Þ Ma; 
tained the Government of Gxzenve, ÞÞ the 
but he immediately requeſted to If hin 
make an Exchange of Champagne, Þ bis 
under the Government of the Prince } 
of Conty, for that of Provence, but * Þf op 
in this (it being of greater \import- || w! 
ance then the other) he met with a || ch 
general oppoſition of all the other } ag 
Miniſters of State,” and.of  $ervient Þþ of 

P 


himſelf; ih oth 15s 2 
The Cardinal (though abſent) 

was nevertheleſs ſecretly- inform'd || t 
of all the Aﬀairs of the Crown, a5 | t 


if he had been preſent , he. highly 
aggravated the conceſſion of Gui 
enne, and reproved thoſe that unad- 
viſedly had given ear to the” other 


pre” 
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prete-»fions for Provence, :it.beifig a 
ne c00- prejudicial to the Kings 
ſervice and the Commonwcealth;for 
the conſequences that might fols 
lJoW. A. 2:7 | 
- | The King on.all; occaſtons expe- 
- Fcimentiag the refiaed prudence of 
- BE Mazerine, thought on nothing more 
» ffthen his reeurn, continually giving 
) Þ him notice, and affuring him. of this 

bis fixed re{olution 1-1 | 
- | The Prince of Conde HiumfelF co- 
 * | operated to this-deſire of-the King 
|| who being ci guſt-d with the Dut- 
cheſs of Chevreuſe, about. the Marri- 
age of her daughter with the Prince 
of. Coxty, as aiſo with the: Princels: 
Palatine, for many diſlatizfadtions: 
palt b-twixc' them, by reaſon/'that 
the: Princels having interpoſed tor: 
the .reconcilement of. the - Prince 
withithe Gourt, and having-recei-: 
ved (ome protniſe upon the effeing 
ic, ſhe complained that ſhe had.beew , 


mock'd.. | 
F 5 Theſe- 


Theſe'-two+ Princ:fles' therefore 
were united with the Queen for the 
depreſſion of the Prince, who per- 
mitted him{ſelf in this occaſion to be 
led away by the Mal--contents of 
this Court, and in particular by the 
Count de. Chavieny, who had been 
| thorough Mazarine's counſel at his 
departure out of the King1om re- 
Cailed by the Queen to oblige him 
in that manner to depend on her, 
kſtif Cord ſhould have cauſed his 
return,. it was to. be doubred that 
he would not. hearken.to the Prop?- 
ſals | that were made him on the 
Kings behalf,: to alienate him from- 
the - Frondenrs, and the other Male- 
contents, .. | 

Theſe rwo mettled | Princeſſes 
thus Pyning with the Qaeen and the 


Cardinal, dreyy. along with rhem 
the Coadjutor, promiſing him 2: | 
Nomination to a:CarCinalſhip, and 


_._” cauſe the Marqueſs of Chaſteau- 
xes/, a great Confident of. the Dut- 
om : cheſs 


i Cardinal MATARINE.. rrg. | 


ore Þ cheſs, and the Prince's Enemy, to. 
he Þ be recall'd to the Conncil,.upon the 


To 
be 
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ne 
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aining of theſe perſons, intimate 
riends of. the Duke of orleans, the 
Court rc{o'ved what e're came on't: 
to recall- the- Cardinal, who was 


wiſh'd for at that time by his very 


Adverſarics for their particular 
Intereſts, (men of ſpirit laying 
hold on all occaſions that ſeem. 
opportune to- them for obtaining 
that which is not to be had by other- 


. means, ) 


To which end Bertet (a Confi- 
dent of Chaſteaunevuf's) was diſpatch-. 
ed with this Negotiation to find. 
the Cardinal : who, - the- better to 
eſtabliſh the buſineſs, and to aflare- 
himſelf thoroughly of the Queens. 
mind, {ent the Abbot Ondedei pri-- 
vately to. Paris; who having” run; 
many. dangers in his Voyage,. arri- 
ved there ſafe, and withont being: 
diſcovered lying hid in. the -Houle- 
of the Marchioneſs. of Amposyx;, ht 
ne-- 


\ 4 


320 Che biffoy of 
negotiated all this Afﬀeair ſuccesful- 
ly: He aſlured Chaſteaunerf , that 
at the Kings Majority he thould be 
made. chiet Miniſter of State ; that 
the Chief Preſident of the Parle- 
ment Mole thould have the 
the Marqueſs of Yjeville ſhould be 
made Superintendant of the Finan- 
cesz 'and the Coadjutor nominated 
to the Cardinalate. 

The Prince having ſented theſe 
proceedings, began to ſuſpe& that 
the Court was mufing to impriſon- 
him anew; and theſe doubts were 
tomented by-'thoſe 'that fought to 
revive the diſlentions ,  wherefore 
he reſolved without ſaying any 
thing to retire to his. Seat of $. Mavr, 
whithey the Queen ciſpatch'd 6i- 
vers Lords, to aſſure him of her 
{mcerity- towards him," but all her 
Giligence proved in vain,the Prince 
JaRifying his ſuſpicions ro be found- 
ed upon good grounds, and that ha: 


truſt 


eals | 


ving. been. once couſen'd, he durſt- 
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ruſt himſcifno more : nevertheleſs 
ke might eaſily have been pacified, 
being naturally ofa good diſpoſiti- 
on.” But all his Kindred and Friends 
threatening to abandon him if he 
agreed withthe Cardinal .z andhe 
confidering, that lofing theſe, he 
ſhould remain too much expos'd to 
the Arbitrement of the Court, he 
reſolved (though againſt his will) 
to ſtand firm, _— neverthe* 
leſs openly to his Relations and: 
Friends, that he began a dance thar 
he ſhould not (o eaſily finiſh, and 
that all of them. afterward would 
forſtke him. He endeavoured then 
to engage'the Park ment of Pars in 
his behalf', and pretended to have 
the Count de Serviext and the Sjevrs 
de Tellier and Lionze removed from 


Court, taxing them for being Ma-_ 


24rine's'Creatures. ' To this -remo-- 
val the Coadjutor alſo. underhand 
afliſted, hoping that theſe being ſcar: 
away,who were eſteemed the wilcſt 


Hcals - 
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Heads of the: Cabinct, he ſhould 
with more «caſe introduce himſelf 
iato the managem.nt of Afﬀairs. 

The Prince concerting wath the 
Duke of orleans for the «cxpelling 
of theſe three perſons, they endra- 
vourcd to draw likewite the Parle- 
- ment to their Party, who refuſed to 
imereſt themlclves in this affair, 
The S:eurs de Servient, Tillier, and 
Lionne to take away all pretexts of 
new diſturbances, reſolved to ask 
leave of 'the Queen to retire, to 
which -.. Her Maj-ſty conſented, 


th-ugh very unwillingly, Hcere-- 


upon the Prince of Conde r. turned 


immediately to Pars, and going 


firſt ro the Parlement, to give thcm 
tanks for their ProteRion of him, 
went afterwards to viſit their Majc- 
ſties, who received him ſomewhat 
coldly z which moved-him to utrer 
theſe words, That he would return 


thith:r no more, complaini ub- 
lickly of this ception. = 


The 
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The Duke of Mercer in the 


mean while remaining in Pars after. 
the departure of the Cardinal, was 


every night with the Queen when 


all others were retired; conferring 


with Her Majeſty about thoſe 'Ex- 
p-c1ents that were:moſt urgent 5 aud 


ſecing his own Aﬀairs butin anill 
condition, by reaſon of the diffatis- 
faction. of thoſe of his Family for 
his Intereſt with the. Cardival,. he 
ſupplicated rhe Queen for the Go- 
vernm<nt of Auvergne. > Her: Ma- 
þ ſty, before ſhe wauld gratifie him, 
asked the opinion of one of her Mi. 
niſters. of State; in whom ſh- confi 
ded, who:repreſented -to her, that 
the Duke obtaining: what he deſi- 
red, might perhaps take an occaſion; 
to wichdraw: himfelf from the Mar- 
_ with, Aadamoiſelle Marcin. 
and therefore judger rather to defer 
it, to-/g2jn time, | which: ripens- all 
things.” Which counſel being im- 
draced by the. Queen, cauſed Mey- 
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cevr (aware of this artificial de. . 
lay): to proteſt with munch frank. 
neſs, that his: intent was to con- 
ſummate the Marriage , and that 
there was no-reaſon. to doubt of 
his word, ſhewine ' all readineſs to 
complete every ching agreed up- 
ON. 
Upon this they writ-to:the Car- 
dinal, who though he did not re- 
cede from the terms agreed on, yet 
knowing thatthis Parentage would 
give new occaſion to_ his -Encmies 
to foment the Ciſturbanc?s, he re- 
ſolved by any means to pref: r the 
Kings {crvice before his own pri- 
vate Latercſt;!; where:ore he anſwer- 
ed the Advocate: Blaet, that he did 
not approve that the Duke thould 
ſtir from. Paris,. as w-1l to avoid the 
dangers that. might happen.in ſuch a 
journy,” and for the' alterations that 
might follow' in that / City - under 
en1S pretext , as alſo by reaſon there 
was none cle at that:time nigh His 


Mar 
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Majeſty , with whom the Queen 
might diſcourſe freely, and confide 
in,except himſelf and the Mareſchal 
de Pleſſis Pralin. Burt the Duke 
ſeeing his Word and Honour enga- 
ged, admitted not of this repulſe, 
eſteeming that to expoſe himlcH in 
ſo turbulent a time, and in the 
oreateſt heat of the perſecutions, to 
a journy full of danger, would give 
a more clear teſtimony of his Fide- 
lity, and more oblige the Cardinal 
and the- ' Spouſe to- effetuate_ the 
Marriage z ſo that having repre- 
ſented ro the Queen ſeveral times 
his determined reſolution, he diſpo- 
ſed her ar laſt to grant him leave to 
depart, receiving beſides a thouſand 
Piſtals ro help to 'defray his char- 
ges, Having thus eſtabliſhed ' his 
departure, and reſolved to take his 
journy with all ſecrefis, ro ſhun the 
Ambufhes 'that- might be -taid for 
him on the way, he ſent his Gen: 
tlemen into! the Country of  YFex* 
doſe, 


x56 ©? The Dittozy of 
doſme,with ſemblance that he would 
make a journy thither ; and feign- 


ing himſelfa Servant of the Siew & | 


Siron, a Domeſtick of the Cardi- 
nals, in the beginning of Fuly 1651 
iſſuing out of the onnes Cabinet, 
and "Fſcendin all alone by a pri 
vate ſtairs, in the dusk of the Even- 
ing he took Poſt,and with the Sw 
de Siron rode to Peronne, and from 
thence with a Spaniſh Pa's- port pal- 
ſed to. Brules, where on the 12th, of 
the ſame Moneth the Marriage wa 
Celebrated - and ſolemnized by the 
Archbiſhop the Ele&or of Colzn; 
after which with the ſame celerity 
he returned to Paris, where it being 
underſtood; that there was an Am- 
buſh laid for him 6n the way, the 
Marchioneſs d Amponx, by an ex- 


preſs Courrier (borrow'd of the Ye | 


zeta» Embaſſadour ) advertized 
him of the danger, whereupon he 
returned to Pays another Ways and 
remained there hid for ſome tim® 

| in 


| 


nels. 
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in the houſe of the ſaid Marchio- 

Ar the' news of this Match. a 
oreat rumour was ſpred in Paris, ar- 
guing probably from this, that Mazs- 
rine's return was no more covertly, 
but publickly endeavoured : but 
becauſe by their Majeſties Declara- 
tion,and by the' Decrees of the Par- 
lement, not onely the Cardinal, but 
alſo his Kindred were: condemn'd, 
they perſuaded themſel yes that the 
Marriage ought to beheld invalid, 
fince that fas'they-faid) « Prince of 
France could not'marry without the 
Kings Confent, and munch lefs with 
anexil-d perſon, and an' enemy of 
the Stats 3 not r-fl2Ring that if this 
Contta@ was not valid, neither 
oushr-the Decrees' of Patlement to 


| be eſtteemid valid which were made 


without the Kings afſenc, and not 

ratifi-d by his Authority. 

_ Upon the account | bf this Invali- 

dity the* Parke ment met often, _ 
| . cnc 
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the buſineſs: would have run a grez- 
terPrecipice (notwithſtanding the 
Duke was not wanting in bis, own 
concern) if for the.change. that fol- 
lowed, and chat obliged the. Parle- 
ment to think of ſomething elſe, 
this Aﬀair had not been laid aſides 
for the, which Mercer.bcing call'd 
as Duke and Peer of France went t 
the Parlement, accompanicd with 
ſo great a number of Friends, that 
the Duke of orleans and the Prince 
of Conde arrived got till two hours 
after, retarded by-purting thy'ir Fol 
lowers 'in ,order..t0-,appear ſulla 
firong as Mercew, Hebeiog there 
very much-preſſed to clear this At- 
Rin, aoſWwengd that he was not ow 

t9,ſay:any,thing elſe, then. that 
- had.not gh + {t p vranſar: fled 
their, Ordinances, and © juſtified £0 
their faces, that the Duke of 0rl:- 
ans and the,; Prince of Conde were 
rhe perſonsrthax had erſuaded,; bim 
and engaged him .ig. the; are 


ar* 
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Marnage*; and' if afterward-'the 
conſideration of - their Intereſts had 
made th. mi change theit' Opinion, 
he for his pait knew what was to be 
& expected Fon a Cavalier and a 
e E Prince 'born, in _ maintaining his 
3 E Faich and Word.” Fhis notwith- 
d | ſtanding,” his Father the Duke' of 
0 | Yendoſme was call'd, who app-aring 
h © in Parl-ment, and being demanded 
e 
; 


if he had given his Afﬀent, could 
not deny but that he had: _— 

* | conſented to' it; 'and*withall”' faid, 
- | tharhe had done it by the? 'connfel 
| and affiftance of the Dike of | 0r1e- 
| 425," but aftir the Catdinals deyar- 
| ter there was no more! faid of it; 
there 'being” no octalion fer it; fo 
thatthe AFiir refted it this 'matiner 
with-ut'paſſing further, 
For thefe Controverftes Pars be- 

ing in a great commotion, every 

one caſf ir eycs onthe 'proceed- 

ings oft5e'Courr, and/6f 'the Prin- 

ces 3 and their curiofity was'grown 

£0 
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tothat. paſs, 'that: whenſoever the 
Parlement | aſſcmbled to treat of 
publick, Aﬀairs, and: againſt the 
Cardinal, and infinite number (2; 
well of the Pcople.as of the Nobi- 
lity) ran to the Palace with all ſorts 
of Weapons to, aſſiſt, , ſome the one, 
ſome; che ocher Party,z by which 
the cangers daily increaſing for the 
variety of Intereſts, which divided 
and incenſed their minds, the Par- 
lement, \decreed:,. that every one 
ſhould retire upon pain of death,and 
the, Kings Officers were charged to 
(ee.the Decree obſerved, 41 ;7.;, 

. The Queen courted the Duke of 
Orleans at thistime to. concur! with 
her. for the, Ele&ion of a-Council to 
alli the King : the Duke anſwer- 
ed that he would: (peak with: the 
Prince-of Conde, but Her'Majeity 
would AOL conſent that he ſhould 
.comMmunicate,, any. thing. to him, 
. holding. himfor on of _ bittereſt 


Enemies, _ 


The 
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The Parlement met again, ard 
went 0n to treat about the* Marri- 
age of the Duke de Mercevr, to 


whom it was given in charge, that | 


within the ſpace of three days he 
ſhould put into the hands of the Se- 
cretary of the Parlement the Cir- 
cumftances of his Eſpouſals, with 
the' Avonchment of them , to- be 
communicated' to his - Father the 
Duke of Yendoſme : that all the 
Decrees againſt the: Cardinal , his 
Domeſticks, and Kindred ſhould be 
renewed, and particularly againſt 
Madamoiſelle Mancini, who eſpecial- 
ly was prohibited 'to- return into 
France, andif ſhe were there to.de- 
part within'8.days, © 0 

The Declaration 'that - the Kine 
was to (er forth. againſt the" Cardi- 
nal was ' likewiſe read , "and 'the 
Duke of orleans made them adde, 
The damage which enſued apon his 
hindering the-- General [Peace 3 as 
alſo for undertaking the War a- 
gainſt 
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ainſt Powrdeaux without his con-. 
| The Prince of Conde obtain» 
ed to be aided, Thar his impriſon- 
ment was for no other caute, but 
that he would not conſent to the 
Marriage of the Cardinals two Niz- 
ces with the Dukes of Mercenr aud 
Candale. | | 7 | 

Upou the retirement of; Serv:ent, 

Tiller, and Lidane, che Regent {ew 
it necelary to cleft a new Council, 
t5 which the) Duke, of orleans, al- 
ſenting,(counſclled/thereunto þy the 

Dutcheſs of Ghtwres(e: and the; C0- 
aJutor,, who hed. preſſed. .him 4a 
great while beforethey- could pre* 
vail) it;was -xeſolved;on-: to call-the 
Maiquels de Chyfteau ueuf td -;cxer- 
ciferthe; charge of Chief !Minifter, 
the. Marquels;of. Yiewlle to be >u- 
Prerintendcnt of the Finances, and 
to confiim the Chief. Pre ſident 
: Keeper of the Sea!; and rhe C oadju- 
; wy Was. nominated. to be: C a-dl- 
_ » h 


G ha- 


Chaſteanneuf raking - npon him 
the Management of Aﬀairs, be- 
an immediately to think upon 


thoſe means that might hinder the. 


Cardinals return, which were to 
make the King to go into Berry,and 
from thence towards Poid# ; for 
the further off he was,. the more 
difficult and impraQticable it would 
bs for the Cardinal to return, as w-il 
for the Animoſities of the Parlc- 
ment, as for the ill ſcaſon of the 
year, being to paſs 14 Rivers; and 
by keeping the King abſent he 


thould put the Duke of orleans into 


the Government of Aﬀairs, which 
was his principal end. 

Theſe deſigns of Chaſfteaunenf be- 
ing ſuſpected by the Cardinals 
Confidents, who diſcovering; that 
there were but few in the Council 
Which delivered their mind corcial- 
ly, (the reft onely in appearance,aad 
fo gratifle the Queen , profeſſed 
themſelves good fricnds) c oucluded, 
G that 


wy 
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that there was no better Expedient 
for their Majeſtics ,and for the Cat- 
dinal himſelf, thcn to make uſe of 
their power,and to get that by force 
which they could not obtain by rea- 
{on and fair means. To this intent 
the Abbot Ordede; by the Kings 
Ocder (who with reiterated Letters 
had recalrd the Cardinal to Court) 
haſted ro Brules, to let Mazarint 
underſtand the necciſiry of taking 
this courſe, and to inform him re” 
ally of whar paſt, aſſuring him NY... 
their Majeſtics'good intentions, for 
whoſe ſervice it was abſolutely ne- 
ceflary he ſhould return to hiSN 
Charge, it being manifeſt that there N 
Was no perſon ſerved them with C 
more readineſs and cordiality. us 
The Cardinal hearkened ro whit . 
the Abbot delivered ; for having} _ 
found him in all occafions of an in- 
genious, free, and ſincere nature, hit 
much confided in him : but he reft- 
- ed ſomwhar dcubtful in his reſolu' 
ED, | £100, 
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ion, for fear :of making a greater. 
alteratioh in Aﬀairs, and of giving 

ew/ matter to 'the Male:contents 
and to his Enemies, to raite. pretexts 
for Seditions.and Tumuits, ;tqquict 
which he thought ic beſt ro: remain 
in exile; with the loſs of all he: had. 
eained hitherto. Bur in the end the 
reaſons alledged by the Abbot pre- 
vailing, who with anequal zele to 
bis heatty. aftetion laboured .'to 
make him comprehend the neceſhiry 
of his return, he determined with 
his own mony, to make without de- 
lay a Levy of four or five thouſand 
Souldiers, giving the comman4 of 
them to:the Mareſchals of /4 Fert6, 
Seneterrey, and da Hoquinconrt , the 
Counts de Novailles and Broglio, his 
intimate friends,and perſons of great 
integrity, who took npon them the 
command, and with all diligence 
applied themſ-1lves: to ſerve him, 
deſiring earneſtly to ſee him read- 
mitted to his former State, to his 
: WY Ene-. 
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Enemies :ſhame and reproach, - '! 
This being reſolved on, the Car. ! 

dinal deſired a Pais-port of the Spa. | 
niards to return to Bovifon, which 
was by them delay'd., foreſceing | 
perhaps of what prejudice his re- || 
turn to Court might prove. Where- | 
tore departing ſuddenly from Brule, 
inſtead of going to Fulters (with-' 
out draWing bit) he rode to Duren, 
a City belongieg to the Duke of Þ 
Newbonre, from thence to Aix «j 
Chapelle, and ſo to Liege, ro Huy,and 
laſtly to Dinan, whither the Counts 
of Nowailles and FEroglio came t0 

| him to agree On the Levies, for 
which he there disburſed the Mo-F\ 
neys, and in go days time that beP; 
{taid there they railed their whole þ& 
number of Souldiers, 1 

Upon this news the Parl. met \ 

renewed - the [Decree againſt the þ 
Cardinal, laying to his charge tha - 
he had infringed their Order, by 1e- 
Vying of Soulciers to enter agail 

; znt0 
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into Fraxce,and did what they could 


to hinder his return z bur he-conti- 
nuing at Dinan, haſtened with all 


diligence :the'new .Levies, t!-at he 
might accompany them to reinforce 
the King :' and the time of his mo- 


tion drawing nigh, he renewed his 
requeſt to the Spaniards for a Pa(s- 
part, bur-it not appearing, one night 


 une2xpeRedly - in : 38) honors , riding 
(without 'drawing; bit) he came to. 


Bovillon, not without danger of be- 
ing ſnapt by the Prince of Conde's 


' Troops, who: watched diligently to 
intercept ; tim, $skirting ever atid 


anon the adjacent C Nee 

From agg he COR to ad» 
vertiſe the: Spaniſh Commanders 
that he 'was: gone, and fince they 
had'not favoured: hitt with the de- 


fired Paſs for. himſelf,'-defired- that 


they would at leaſt youchſafe one 


for his Nieces; which was immedi- 


ately granted, and with much Ho- 
nour they were ferved,and conyey'd 
CG 3 : ro: 
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to Bovilloy by:Don Antonio Primei- 
telli z, and' from hence aroſe the 
good. correſpondence -betwixt him 
[| andthe; Cardinal, which afterward 
[ {o much conduc'd/ tor the Peace of 
-the two'Crowns,: to which the Ele- 
ctor of Colex contributed much, by | 
-encouraging Mazarine to fo pious! 
and holy a-work, .. He went on to|] 
Seday, *and: determined/-as ſoon is} 
might be:to advance” wiztrhis levied | 
Souldizrs, 'and with thoſe the Ma- |; 
re{chal & Hognincourt had gathered, | 
who had Order from the. King to 
j>yn with him, : and :with one. Body | 
tO enter Imto"Frazce; | 9473 | 
./, This novelty made a great noile | 
n Pg, but alarm'd'moſt the Fron- 
denrs, the Parlement, and the Dukes | 
- of Orleans and Beaufort ;, who! being 
 furpriſed when they leaſt- imagined 
with clamorous' complaints, gave 
out that it was a thing not'to be en- 
dured, that the Court ſhould (o no- 
coriouſly infringe their Promiſe and 
1 Word 
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S 
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Word (o often given,.-agd that the 
contempt. was too remarkable, to 
ſce themſelyes ſo palpably deluded. 

The - Parlemznt therefore de- 
creed,. that in . proſecution .of the 
Judgment concluded four days be- 
tre againlt the Cardinal, to depute 
ſome with a M-ſſage to their Maje- 
ties,” to complain of what was act- 
ing 0a the Frontiers againſt their 
ſervice, by leyying of Souldiers, 
viltributing of Mony, and-bruit of 
Mazgrine's return, all contrary to 
the Kings Declaration and his Roy- 
al Word, for the maintaining of 
Which they ſhould beſeeck him wich 
all eargeſtne(s, that the commotions 
likely ſuddenly to ariſe to the des 
[tru&ion of the Peace and the pubs 
lick good, might be avoided : and 
the Duke of orleans was intreated 
to joyn ſome of his with the ſaid 
Deputies, mutually co importune 
thatthe Cardinal might be kept at 
| diſtance, 
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By a publick command they did 
prohibit all Cities, Towns, and 
all thoſe who were in Authority on | 
the. Frontiers not to receive him, | 


nor give him any affiſtance upon 
pain of High Treaſon, Though 
they reapzd tmall benefit from theſe 
deliberations, becauſe every one 
lacgh'd at ir, reputing it mere mad- 
nz(s and folly,to pretend to controle 
with (cribling and papers,where the 
Kings lawful power was predomi- 
nant, back'd with the ſtrength of 
Arms ; nevertheleſs they were fo 
inr2xicated with a moſt ſortiſh pre- 
tenſ19n of Authority, and fo inſtiga- 
red by their Paſſron, that they per- 
ſuacel.them(elves that an Order of 
Parlemznt was ſufficient to bring 
the whole Kingdom under obedi- 
ence 5 and ſo paſſing from one ab- 
ſurdity to another, co end this year 
1651, the 29th. of December, in 
virtue of the aforeſaid Declarati- 
ons, of the 7.h, and gth. of Febru- 


ar)» 
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High Treaſon for returning to S-- 
das, contrary tothe, Prohibition ; 


and for putting himtelf in a poſture 


to return initio France: ordering 
moreover to finiſh the felling his 


Library, and_ all the, Furnicure of 


his Houſe, with the Confi{cation of 
all his Eccltefraſtical: Emolument:, 
depoſiting 50000 Crowns to be gi- 
ven to him that ſhould kill him, or 
deliver him alive to Juſtice, petiti- 
oning His Majeſty in ſuch caſe to 
eive his Grace to the Aſlaſſine, wiv 
if by his misfortune in giving tie 
blow ſhould not eſcap2 , bur bx 
Kill'd him(-lf, that his Heirs ſhoul-{ 
Þ2 capable of the reward, making 
their account that ſo great a recom - 
p-nce would invite {ume defperate 
Villain to take away bis Life : 4 

G5 thing 
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&3;the 11ch, of March, the.2d. ami 
$th,ot Avuzuſt-)alt paſt) and of thoſe 
and fome orher . Parlements. againit 
the Cardinal, he was by the Parle- 
ment of Paris declared guiity of 
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thing never heard of,' ahd unwor 
thy to be decreed, nay notto be pro- 
pos'd ina Catholick Parlement, the 


bounds of whoſe Authority extend- | 
ed no furtherthen to judge of Civil 


and Criminal cauſes, and nor in the 
leaſt to intereſt themſelves in the 


Afﬀairs of State, Ir was therefore '! 


looked upon with, deteſtation, that 
they ſhould proceed to the condem- 
nation of fo conſpicuous 2 State(- 
man, ſo dear to the King, and by 
His Majeſty's Council known to be 


10 advantageous 'to the good of 


France, and adorned: with the Di- 
gnty-of Cardinal. 

All Exrope abhorr'd this Action, 
and everygood Catholick was {can- 
daliz'd, that the Life of a'Prince of 
Holy Church ſhould be exposd t0 
ſale, ſoacceprable to the King, by 
whoſe exprets Order onely-he acted. 
And many foreſaw;,' that the Au- 


tors. of theſe cexecrable” COINgsS,. 


Gough Humane ' Revenge ſhould 


fail, 
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| fail, would fial in their ſeaſon (no - 


I: then thoſe Enghſh who con- 


demn'd their King to death) the- 


chaſtiſements of Heaven, for the 
little reſp-& thar they bore nor on- 
ly to the Cardinal, bunt alſo to the 
King and the Holy Church.. 

This Decree {as far as could be 


oueſs'd)pa(s'd not without the ſecret 
intelligence of the Count. de Cha- + 
vieny, Who believed by ſuch means. 


to hinder the Cardina!s return, ſup-- 
poſing that if che Order had but 11- 
ſued out a little before, he would 
not have enter'd again into the 


Kingdom. The Count was the firſt 


that taſted Gods judgment, dying 2 
while after in deſpair, conſcious of 
betraying the Court, andthe Prince 
of Conde his greateſt Confident, in 
one and the {ame time.. | 

All this was repreſ-nted to the 


Court of. Rowe, ſuppoſing that: the - 
Sacred College would not allow 


O 


that. ſuch an Exawple ſhould re- 
| Maia: 
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main in the memory of the preſent 
Age, much leſs be transferred to 


poſterity, without thoſe remedies | 


and puniſhments which delong to 
the Popes Authority. But the Ro- 
maniſts confidering that if rhe ſuc- 
ceſs ſhould not antwer the attempr, 
the reputation. and dignity of the 
Apoſtolical See would be too far 
engaged ; wherefore they paſled it 


over, palliating it with diſfimulati-” |! 


on : for Mazarin: had his back- 
friends'in Rome 15s well as in France, 


and the Pope himſelf was his Ene- 
my 


they rejoyced at the {editious Pari- 
feens, and valued little their wo11s 
and irtconſiderable ſtrength, and had 
frequent Conſulcations about this 
buſineſs ; and although few preſſed 
the return of Mazarive, yet finding 
the King was reſolved to have him 
near abour him, according to the 


Court cuſtom, where they flatter 


MOre 


o $ 
Theſe news coming tothe Court, 


- nw -- 
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more the Fortune then the Perſon, 
they began with an affected oftenta- 
tin to ſhew, that they deſired as 
much ; ſome of them perſnading 
the Queen to haſten his return,con- 
ſtraining their own inclination, that 
they might appear to be his moſt 
cordial friends. But Prince Thomas 
(being a little before come out” of 
P.iemont into France) the Mareſchal 
de Pleſſis Pralin, the Sieurs de la Fer- 
te and Sexeterre, the Count de Ser- 
vient, the Sjenr de Lionne, and other 
Noblemen of a clear Fidelity, inge- 
nuous Diſp»fition,and true Friends, 
deliver'd their minds with afﬀfeRtion 
and finczrity ; as' alſo the Princeſs 
| Palatine, the Secretary Tiller recal- 
led ro Court by the means of the 

Marqueſs de Chaſteannerf, and of 

the Mareſchal de Yilleroy , which 
vexed thoſe at heart who perſuaded 

| themſclyes that they might'be uſe- 
| ful in that charge, and beheld wich 
an eyil eye that - Mazarine's Aﬀairs 
Ppc0- 
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proceeded {o ſmoothly on to his re. 
eſtabliſhment, They that chicfly 
oppoſed his return in the Council 
were the Marqueſs de Chaſteanneuf, 
who exerciſed the charge of firlt 
Miniſter of State, and delicioully 
reliſhed the Applauſes and che Ho- 
nours, which to it paid Tribute as 
Rivers to the Sea, but he vailed ? 
his zhoughts with the pretext, tliat 
yer the conjuncure of Afﬀairs was |} 
At ripe for his return, becauſe the |} 
unſcaſonableneſs of it would colour. | 
the pretences of the Prince of Conde, | 
and of the other Male-contents, | 
with the face of Juftice, and would 
ferment new grievances and reyolu- \ 
t10ns, not only in Pars, bur in other 
parts of the King 'om ;, and ſaid, it 
would be better counſel to ſeek firſt 
to remove out of the way the 
Prince and his Party, that he might 
return with more ſecurity. 

. The Propoſition truly in it (&f 
look'd well ; and if at that time no- 


thing 


"Cardinal MAZARINE. 139 


thing had .been innovated . about 
Mazarine's coming back, the Prince 
had been totally ruined, the whole 
Kingdom ſtanding firm for the 
King :: but when it was conſidered, 
that if while the Cardina's return 
was delay'd , the buſineſs 'of the 
Kingdom, and the preſent ſtate of 
Aﬀairs ſhould be mitigated,and the 
Prince deſtroyed, the reaſons for his 
retura as a neccflary Miniſter would 
not have ſo much vigour as when 
it might be av«rred, that the King 


| had noperſon: abut him ſufficienc 


to undergo ſo waghty a Charge. 
For this reaſon Chaſteaunenf's Opi- 
nion did not take -place, and their 
counſel was imbraced who ſupport- 
ed the \Cargdinals Tatereſt ;: alledg- 
ing that his preſence was of great 


importance for the b<tter carrying: 


on te Aﬀairs, beſides the recruir 
ot a Bouy. of:ald gouldiers levied by 
him,to haſten the depre ſhon:of Cox- 


 -& ; it nor ſeeming decent. to the 


Great- 


. 
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Greatneſs of the King, who was 
Maſter, not to be able to have nar 
him ſuch'as he lik-d beſt. And 
albeit any other conſideration might 
require, that the Cardinal -ſhould 
continue out of the Kingdom, the 
pretenſ12ns of the Parlement and the 
Frondewrs wore ({ufficient, that to 
confound them the-contrary ſhou!d 
be done, by which means the Sove- 
raign Authority (independant from 
al; other) might ſhine. with greater 
luſtre, and not to permit {o {canda- 
lous an Example, that the Servants 
ſhould impuiently give Law to 
their Maſter. 

Theſe Reaſons were fomented by 
the firſt Preſident more then any 
other, being no friend to Chaſtear- 
weaf, and alienaced from the Prince, 
for having no greater paſſion th-n 
that of his ſervice to his King. He 
had a principal part in this reſvulve, 
ſufficiently knowing the need. that 
they had in Court of a prime Mini- 


ſter 
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ter thoroughly inforta'd of all the 
Afﬀairs of the Kingdom. 

The Preſident was called to Poz* 
fiers, with the Marqueſs of Yie- 
ville, The Pariſjens and the Parle- 
ment regretted their. departure ſo 


much the more,by how much they 
knew it prejudicial to their Party, 


1 that a perſon of ſo high eſtimation 
] bad totally given himſelf up to the 
1 Kings Intereſt and the Cardinals. 


Chaſteaunenf for this cauſe not being 
able to make good his Maxim, he 


| took himſelf to thofe Arts, which 
1 were ſuggeſted to him by his many 
| years experience inthe Afﬀairs 

Intereſts of the Court. To difturb 
| then Mazarine's return, he writ to 
the Sjeur de Fremont, Secretary tO 


fairs and 


the Duke of Orleans, to diſpoſe his 
Maſter to come to Court, becauſe 
by his preſence, giving countenance 
and ſupport to them that oppoled 
the Cardinsl, he ſhould cafil py 
Vail to hinder the deſigns of t = 

chat 
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that,adhered to him. . But the Co- 
a*jutor on the contrary foreſecing, 
that the Duke would be quick 
brought about to the- Queen, and 
inſt:a1 of oppoſing would conde- 
ſcend to her ſatisfaction, he opp»: 
ſed the counſel, of Chafteanneuf, an 
with great ſagacity diverted th: 
journy of His Royal Highneſs, who! 
had undertaken ir, if inſtead of wri- 
ting to Fremont he had wric to the} 
Count of Chavigay aad the Secreta- | 
ry Goulas, 
 .lathat interim the Mareſchal a} 
Hoquincourt had rendezyourz'd bis || 
Troops about: Laon to joyn with. the | 
Cardinal, who was ready with 0- | 
thers under his .pay..to enter int 
France ;, wherefore having agreed | 
(0 meet about Derlans and Eſperns) 
upon the Mayne in the beginning of 
Fanuary, the Mareſchal. began £0 
move the 18th.. bf December, and 
the Cardinal leaving his Nieces at 
Seder , advanced likewiſe- toward 


Eſperna) 
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Eſpernay with's 000 clioſen fighting 
men, and: there calling a Council 
of War it was: concluded, that the 
Mareſchatwith avoo Horſe ſhould 


ſecure-- the ;Paſkrs : on; the Rivers 
Anbe and Sexe, which he adcord- 
ingly did,” paſſing ! luckily without 


any” oppoſition”: by: | Anglure and 
+ Aube., and crofled the Sene at Me- 


ry, where the/Regiments of:Horſe 
-and(Fogt under the command of the 
Sieur de $t.. Mor:joyned | with him, 


and receiving intelligence that -the 
Duke of 0r{eans had ſent out four 
Companies to Font: ſur: Sonne, Hi- 


ve=0o chargedi thenv, ' routed 


{ome Horſe which infeſted the road 


to Sens, and compelled the Szeaur de 
Morandiere, Commander of the 
Dukes men, to quir his Poſt and re- 
tire. | | b 

' Tt was thought that the Princes 
did not do all their endeavour to 
hinder this return q for perceiving 


that their Aﬀairs were in a moſtde- 
| ſperats 


: 
| 
: 

* : 
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ſperate condition, (the whole King- 
om concurring in favour of the 
King) they knew that nothing 
could keep them 'from their laſt 
tottering, but ſome new pretext that 
- might: give an. honeſt colour to 
their Cauſe, and retard. the Sub- 
jects from the affiſtance which 
they contributed ro their Sove- 
raign, | And 'it | was. ſuſpected;, 
thact inſtead; of providing to de- 
fend the Paſſes with. ſome compe- 


tent Forces,which they might ſoon- | 


er have pen roges er, they de- 
layed ſo long till che- Cardinal was 
far advanced into the, Kingdom ; 
and it was' btlieved' that not onely 
the Princes that were in Paris pro- 
moted this deſign, but that it was 
alſo ſecretly fomented by the Prince 
of Conde, it being known that he 
had made Goxrwvills and - others to 
Collicit the Cardinal to un lertake 
his return to Court, hoping that 
this would ſerve him either for a 


pre- 


"8. 
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pretext cojuſtifie his proceedings,or 
for an occaſion to piece with him, 
becauſe he had rather have to do 
with Mazerine then with Chaſteau- 
neuf, 
The thoughts in the mean time 
of the Coaujutor were to induce 
the Duke of Orleans to frame a 
third Party of Male-contents, and 
Enemies to Mazarine, Which per- 
haps might be ſeconded by the 
Courtiers that were averſe t9 bim ; 
and therefore he uſcd all induſtry to 
make the plot ſucceed : imagining 
that the Queen being intimidated 
by the Duke, more firmly adhering 
to Coxde, ſhe would be neceflitated 
to keep the Cardinal further off z 
in which caſe (orleans uniting him- 
{lf to the Intereſt of the Court,and 
fortifying himſelf with the Troops 
of Lorrain) he ſhuuld rorally ruine 
the Prince, 

But the Count of Chavieny, and 


the reſt of Conde's friends kept Orle- 
ans 
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ans firm, making him underſtan{- 
that he conld not ſuſtain; himſelf 
but by uniting with the Prince, 
and though they ſhould not fully 
make ſure of him, they hoped at 
leaſt to prevent him , by cloſing 
with the Court, in which caſe he 
would hardly be able to uphold 
himſclf, In the interim the Duke |} 
of Nemours' coming to Parts, Con- | 
firmed in the name of the Prince of *? 
Conde the Treaty with Orleans, and | 
the reſult was for the keeping out 


of the Cardinal,and to make peace | « 
with Spin. s ) 
) 
| 
| 


The news being fpread in Paris | 
of Orders given out by the King - | 
cifterent to this former Declarati- 
ons, 1t iS not to be imagined how 
the contrary Spirits were enraged 
yet they could do no more then 
make a noiſe, ſo long as the Kings 
Authority was prevalent in the 
Kingdom : but however the Cardi- 
nal was thwarted by the one ide, 


yer 
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M1 B-t he was animatdd by the other ;" 
it Or the Parlement of Brittain b-ing 
ollicited by that of Par, ro frame 
a like Ordinance in favour of the 
rinces againſt the Cardinal, they 
ordered quice contrary , that all 
Proceedings againſt him ſhould be 
I uſpended cill che Prince returned 
F to his daty, and the Spaniſh Troops 
x were departed the Kingdom. The | 
2 Tumulrs of the Frondeurs continu- | 
| 


ed io bf Þ © 1 


ing, the Parlement decreed to pro- 
ceed to the ſale of the Cardinals 
goods, and not to ratifie the Kings 
Declaration againſt the Prince, till 
that againſt the Cardinal had firſt 
taken effetz from whence it be- 
hoved that he ſhould again quir the 
Kingdom, if they meant that the 
Parlement ſhould paſs the Declara- 
tion, They had many Conſulrati- 
ons great in appearance, bnt weak 
in ſubſtance, and ſome Overtures 
tothe King ſucceeded rhem. The 
Court talked in ambiguous _ 
an 
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and amuſed them ftill with hopes, 
becauſe Time (which ripens all 
things) they hoped would alſo ma. 
turate the bitterneſs of the turbulent 
minds. The Queen afterward ſent ff dil 
to exhort the Duke of orleans to C 
retire from Pars,to remove the um: Þþ fic 
brage that they had of him: but Þ t! 
thedeſign ſucceeded not, and increa- £| K 
ſed the diſtruſt, whereat the others Þ b 
taking Alarm became much more | 
aucacious and undertaking. l 

c 

{ 


The Parlement added to the In- 
ſtructions given to their Deputics, 
diſpatched to the Court to urge the Þ « 
releaſe of the Counſcllour B:tant ; | 
and that the Mareſchal de 1a Mille- } 
ray Could be adyanced to the Dig- iſ 
nity of Duke and Pcer, if fiſt 
he Cid not give the pretended fatis- 
faction to the Parlement of Brit- 
#ain. Moreover, that no Duke, 
Mareſchal of France, or other Offi- 
cer of the Crowr, ſhould hencefor- 
ward be admitted to their Puncog, 

| 1 
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"he Cardinal were not firſt with- 
drawn out of -the Kingdom. Ic 
1a- | was thought that this was done to 
nf leſſen the Intereſt that he had by 
nc diſpoſing of the Offices of the 
to Þ| Crown ; thereby to gain thoſe Ot- 
n- {| ficers to their Party. Bur ,of this 
ut | the Gentry and Nobility of. the 
a- | Kingdom made n9.reckoning/z\ but 
rs | by how much the more the Parle- 
re | ment ſhewed themſelves eager a- 
oamſt the Court, fo much the more 
n- | contemptible tney/ renderd them- 
Ss, If ſelves, no body regarding-their De- 
ne f crees, ſo long as the Authority of 
'; | the King could annul them, and 
e- F render them invalid ; and therefore 
7- || they who ſounded the Aﬀeairs to the 
ſt | bottom, found it better counſel :to 
S- | keep the ſtreight way of Obedi- 
j- } ence, then to walk in rugged paths 
e, | and precipices, 
1- In this manner the Princeſs Pala- 
'- | ine Anng Gonzarn, from being firſt 
ly Conde's Friend became the Queens 
_ H great: 


159 The Viſlozy of 
Sreateſt Confident, and the Cardi- 
' nals,to Which the King correſpond- 
ing called her to Court, to foment 
| by her ready and ſmart Wit the 
Parties proper to deſtroy the Ca- 
balls of the Male-contents. She 
arrived there, as likewiſe divers 
other Lords did, who openly con- 
demned the Opinion of thoſe, which 
could not - but in the end be 1o- 


ſers, ye obſtinately follow'd the 
Game, 


In the mean while the Cardinal | 


at the Head of the Army departing 


irom Pont ſur Saone, came to Ch | 
ſteaurenart , and from thence ad-| 
vanced to Gien upon the River | 


Loire. The Soulciers of the Mar- 
queſs of Sordjs, who were enter'd 
unto the Town, upan news of his 
March, quitted it, The Cardinal 
palsd the River over the Bridge; 
and was civilly receiv'd by thoſe 
Inhabirants, He went thence t0 


Fitrron, where he left the n_ 
unc'.. 


uaderthe.command of the . Count 
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Zraglio, 20 continue theis March. to=, 
wards Gujenne z and His Emitienee,' 
accompanied with Baer ncourt and. 
Grancay Mareſchals of Frayce, Witty” 
a great number of other principal 
Officers and Perſons of Quality, 
weng.in diligence towards" Poitiers, 
wherethe King was, and. drawing 
near, was met by His Majcſty wicth+ 
out the City, The King light out; 
of his Ceach, and imbAced him 
with ſo much affection, that rhe 
Honours were greater which the 
Cardinal received by that benign 
Reception, then his miſuſage by 5 
many Decrees of the Parlement. 
His Majeſty took him into his 
Coach, and conducted him to Kits 
the Queens hand, where the joy of 
the-Court was redoubled, 

7 how much the more ſplend- 
ett the Applauſes and Contentments 
were in this part, by co much the 
moxe the hatred was diſmal and 

H 2 cloudy 
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cloudy in other parts ; and in no 
City greater threatnings appeared 
then in Bo#rdens, whoſe Parlement 
after the example of that of Pars, 
Pefeverny in their Afﬀemblings, 
and unlawful and feditious Decrees, 
drove from, the City the perſons and 
whole Families of thoſe who were 
eſteemed fairhful co the King, and 
did all that Rebells'and Enemies of 
their lawfel Soveraign could do. 


THE HISTORY. 
Of the Mazagements of Cardinal 
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2.6 Lib. Il. =P 
@AZARINE being en- 
Meri France the, 16th, 
= of Zanuary 16529 the King 
cancel'd and annull'd the Decree of 
the Parlement of Pars, of the 29 
| September 1651, with expreſs pro- 
| hibition to Put It in EXCCution, and 
nor. to- attempt any . thing , againſt 
him Upon pain of = $9 10S 

He forbad alſo not to proceed to 

the ſale of his-GooCs, . nor Books z 
the Tranſgrefſors in this caſe b-ing 
to. lole what -they had paid, and 
2000 Livres penalty: declaring 

\ 'Uthe ſaid Decree was contrary 
H 3 c9 
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to, His. Majeſty's intention, to the 
ordinary Forms of Juftice, to the 
Cuftoms of the Kingdom, and inju- 
rious to the Sacred College of Car- 
dinals, to the Head of the Church, 
and to the Holy Apoſtolick See, to- 


wards which he protefted,following | 
the example of the Kings bis pre- | 
deceflours, always to obſerve an un- || 
alterable devotion and reverence : | 


6 _A2an yam, vo, At ow £AA A 2» Þ4 


that the Cardinal was entered into |} 


the Kingdom by his expreſs Order, | 
to conda@a good Body of an Ar- | 
my levied at his own proper char- | 
ges, to ſerve him in the preſent | 
Emergencies and that he being a | 
ras,» King, and abſolute Mar | 

|, he ought to be obey'd by | 


ter of a 

his Subjets without any limita- 
t10n. 

In Poitiers, after the arrival of 
the Cardinal, divers Conſultations 
of War were held, which were re- 
duced to the examinations of two 
porats 7 The one, to go with all the 

Forces 
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Forces into Gnienne, to bring under 
Boyrdeaux, and totally to ſuppreſs 
the Prince of Conde's Party: the 
Queen and the Cardinal -were of 
the ſam2 - judgm:nt. The  othe, 
was, to go towards Paris with the 
oreateſt part of-the Forces, to di- 
(pzrle thoſe of the Duke of orleans, 
encourage the well-affefted -Citi- 
zens, and hinder the paſſage of the 
Duke of Nemours Souldiers, who 
were about to enter into Fraxce. 
Divers Reaſons were alledged for 
both theſe Opinions, and it was re- 
ſolved on to paſs: irito -Guienne, but 
the City of Angers being up in 
Arms by means of the Duke de Ro- 
han Chabot Governour of Ajen, the 
Cardinal judged it more opportune 
co direct their courſe that way : {0 
that unexpectedly on the 6th. of 
February & Court halted to S4u- 
mer, to the great reſentment of the 


Marqueſs de Chaſteaunevf ; who ſee- 


ing that in the Kings Council it 
H 4 WAS 
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-was reſolved on to march into Gri- 


enne, and afterward, without con- | Y 
ſulting him, they changed their |} | 
reſolutin for Anjou. He thought | 4 


they made little Account of him, | < 
aud that the Cardinal was become || © 
again the (ole Diſpoſer of all Af- | 7 
fairs z wherefore he took free |} 
leave of the Court, and retiredto |{ | 
live privately at Tours, whereby || | 
Mazarine remain'd to direct all as 
before, ' without any companion, 
but not without the envy and jea- | 
loufte of ſome of his friends, who | 
could not brook the preeminency 
of a ſtranger. 

The Court having finiſhed the 
Enterprize of Azgers, which was | 
reduced to the Kings obedience, | 
poſſeſſed themſelves alſo of Port de | 
Ce, and ſecured the Provinces be- 
yond the :Lojre ; the News coming 
of the Duke of Nemours Arrival 
in France;with ſome Troops out of 
Flanders , -the Cardinal thought 


v 


——_— 
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fit not to defer time, but to-pro- 
yide carefully for the Aﬀeairs of 
thoſe parts, where all their friends 
defired the Kings Preſence» The 
Court then departed from $Saumeyr, 
the 7, of March 1652, and (ettled/at 
Tours, whether from divers Provin- 
ces and Cities came ſeveral Per- 
ſons of Quality, deputed to con- 
firm to the King their fidelity and 
obedience z and amongtt others the 
Archbiſhop of Roven Chamwvallon 
Primate of Normandy, deputed by 
a great Aſſembly of Prelates mer 
at Paris upon the Decree againſt che 
Cardinal, to demonſtrate to his 
Mijeſtie the wrong that. was done 
t2 the Church of Rome, and the in- 
jury ſhe reccived M1 the. perſon of 
one of her Members. out-raged. 
The Archbiſhop. had a . favourable 
Audience, This .Deputation was 
very famous, not only for the qua- 
lity and importance of. the matter, 
but for the merit and - prerogative 


H 1 6f. 
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of the ſaid Prelate, who exagoe- 
rated highly the Proceedings of 
the Parliament, in treating with 
ſo'much rigour, and ſuch unuſual 
courſes, a Prince 'of the Holy 
Church, withoar conſidering, that 
theſe were formes prohibited by di- 
vine and humane laws z and that 
which appeared admirable in his 
diſcourſe, was, that openly prajfing 
and yet oblikely rouching the 
Parliament, he obliged the whole 
Eccleſtaſtical Order, While the 
Court was at Towrs, the Count dt 
Servient was reſtored by the King 
to his Charge of Miniſter of State; 
who being a very able and cxpe- 
rienc'd perton, it turn'd too much 
to the damage of the publick in- 
tereſt 'to keep him ar ſuch a di- 
ſtance, bur tie Sjeur de Lionne his 
N -phew was not recall'd, by the 
prevailing of his particular ene- 
mics, to whom the Court was wil- 
ling atthat timero give thar (aris- 
ſaction. 
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faction, From Tovrs the Court 


removed to Plois, and made ſome 
ſtay there, which was very preju- 
dicial to it, ſince thoſe of tae- con- 
trary party hal time to provide for 
the Conſervation of orleazxs - (into 
which City Madamoiſelle centred) 
and for the defence of Charrres, 
propoſed and conſidered by theCar- 
dinal, for the ſhorteſt way to ap- 
proach near Paris. 

Not | being able therefore nei- 
ther to paſs to Orleans, nor t0.g0 to- 
Chartres, it was determin'd to take 
the way of Gereeav, becauſe. the 
Bridgej of Zeaugency was broken 
by the ſwelling of the River, hap- 
ning a little before,. with very 
great floods : but that .of Gergean 
being likewiſe ' ſpoil'd , .the , only 
Paſs that remain'd . was; that, of 
Gen, whereupon the; 'Gourt. went | 
to Sully, and the Army to Sandilyz, 
a little diſtant. According as this 
moved toward Giep, tar of the 
Princes 
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-Priates: went continually coaſting 
- on the other {ide the river, to dif- 


i 


pute. their paſſage, and interrupt 
their deſign, They muſter'd in the 


- Princes Camp betwixt nine and 


ren thouſand, four thouſand cho- 
ſen and old Soul/iers, moſt part of 


them Infantry of the Duke of oy- | 
leans, under the Command of the | 
Duke of Beaufort, and the reſt un- } 


der the Duke of Nemours ; and 
theſe - were partly French cf the 
Prince of Conde's, and partly high 
Germans and other Nations levied 


by. the King of Spair, The Dukes. 


of” Beaufort and Nemours did not a- 


gree together, though they were 


Kinſmen, and ſhould have fought a 


Duell near orleans, if it had not 
been prevented by . Madamo;ſelle, 
who by her ' interpoſing made them 
friends; wherefore the Prince of 


_ Conde, who was in Grienne thought 


fit to convey himſelf to this Army, 


not only moved thereunto for this 


cane, 
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cauſe, but for divers other r. a/ons, 
2moneſt which were the following; 
Firſt, that by making this diverſt- 
on all the Kings Forces would be 
drawn that. way where the Prince 
was, and by « as means Boxrdeaux 
would be out of danger. Second- 
ly, becauſe the condition of Pars 
ſtood in need tobe ftrengthned by 


his Preſence, chiefly ſuſp<cting that 


the King would come thither, and 
to oppoſe himſelf -ro croſs the de- 
fignes of the Coadjutor, who u- 
ſed all his endeavour to disjoyn the 
Duke of orleans from him. And, 

what obliged him moſt to go, was 
to ſee, _—_ it would turn to 
beſt Account, to reunite himſelf to 
the Court, or to adjuſt with theCo- 
adjutor z or at leaft to' render his 
Intrigues with the Duke of 0rleaxs 


\unuſeful., With theſe conſiderations, 


and with thoughts of piecing with 
the Coadjutor, he took a journey 
the moſt difficult and moſt dange- 


rous, 
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rous, that could poſſibly have come 
into his thought, being like to have 
been taken Priſoner by the Sexy de 


Saint Aor,. diſpatcht from Court 
with 300 horſe to track him, and 
ſeize on his perſon : nevertheleſs 
he came ſafe thither,and the News 


of his coming being ſpred abroad, | 
the Army was. as much joy'd and | 
pleasd, as the Prince confounded | 
and troubled at the difſention of his | 
Generals, From hence he gave | 
advice tothe Duke'of orleans, and | 


to the Parliament of his welfarc, 
and had thoughts of pafling thither, 
to reſolve what. was to: be done, 
to encourage his party, and to ſettle 
the peoples inconftancy,accuſtomed 
to vary, according as the Accidents 
that nouriſh it do alrer. But ha- 
ving afterwards underſtood, that 
by the Arrival of the Duke of 
Bovillon, and many Cavaliers and 
Souldiers from divers parts, the Ma- 
reſchal of Turexne was conſtituted 
their 
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their General'by the King, and by 
this means the Court was recruited 
no leſs in courage then in forces, 
He ftayd with the Army,not a little 
diſcompos'd 'by the differences a- 
mongſt the Commanders z where 
fore theCourt was not a little trou- 


# bled, ſeeing that their defigns of 
7 their Generals upon the. ill-order- 
! ed Camp of the Princes. were va- 
| niſh'd, The Diſcipline being eſta- 
| bliſyd in the Army by Conde, and 
I their minds reincograged upon the 
{ confidence that every body had of 
| his valour, he cauſed Montargis to 
be be attaqued, 'and took it, by 
} which Poſt he'opened a Paſlage in- 
| to Burgundy, and made feaſible his 
| defignes. The Ru 1 lodged 


betwixt the River 'Lojire, and the 
Caral of Brjare.” The Quarters @f; 
the Mareſchal 'd' Hoquzncourt were: 
a little diſtant, and expoſed. to the 
enemy, The. Prince made ſem- 
blance to march toward Chaſteau- 
renard, 
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renard, tO go into Burgundy ; bt. 
altering his March he went tg- 


wards. Blenau,Hoquincourts quarters, 


and unawares iurpcized him in the 
night, in ſuch ſort that he routed 
bim, and took all the Baggage, 
Art this News, the Mareichal 4: 
Turenne Cauſed ſound to horſe 


throughout all his quarters, and. | 

Ro drawing the Troops toge- | 
er, advanc'd towar1s the Poſts a(-. | 

ſaulted,to ſuccour th. mz but having 


notice of thole that flzd, of the 


diſorder and diſaſter, wont aways: | 


to be increaſed by Fame, being 
confirm'd to him by divers Offi- 
cers, with the forefight of a gr-at 


Captain he thought ir nor fic to. 


hazard a new Engagement : where- 
fore he took. the way. of Oſoy on 


this fide the Canal, where was the 


quarters of . Nowailles, with deſign 
. to put himſelf into a ſafe Poſt, they 
had divers Skirmiſhes, marches,and 
counter-marches,and all day theAr- 


mics 
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mies faced one another, without 
engaging otherwiſe -then by the 
Exchange of many Cannon-ſhor. 

The Cardinal being inform'd of 
the ſaceeſs, gave ſudden account to 
the King how things ſtood, mode- 
rating the vapourings which were 
cunningly ſpred abroad. His Ma- 
jeſty with a grnerons heart, and 
courage of a great King, leaping 
out of his bed , ſaid that himſelf 
would be at the head -of his Army, 
All mounted on Horſeback, and 
no man that had a ſword by his fide 
ſtaydin Gien, The Cardinal very 
undauntedly gave all expedient Or- 
ders, and diſpatch'd the Duke of 
Bovillon to the Camp, with a Squa- 
dron of Gentlemen V oluntiers, and 
afterward adyanc'd with the King 
to the Army of Turenne, by whoſe 
means not only the di{perſt troops 
of Hoquincourt were rallied, but allo 
the Princes were conſtrained to re- | 


tire into Efampes, which afterward 
WAS 
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was attaqued- by the Royallifts, 
The Prince of Conde went to 
Paris, where the number of Male- 
contents daily increaſed, heightned 
by the hopes that they had of the 
coming of the Duke of Lorain's 
Army. Every one. defired xo e- 
ſtabliſh his own intereſt by dimi- 
niſhing the Royal Authority, ſup- 


porting themſelyes with the pre- | 
text, that Mazarine was the ruine of | 


vhe Kingdom ; and all Paris was 


full of ſeditious Libells, Satyrical | 


Verſes, lying Stories, and Politick 
Diſcourſes, which tearing the name 


_ of the Cardinal, and other Mini- ] 
ſters,of Statezdid redoundto the con- | 
tempt and diſgrace of , their Royal 


Majeſtiesz and with ſuch formes 
thoſe ſeditious did ſeek to make i- 
niſter imprefſions in the people, ig- 
norant of the Myſteries of State- 
On the contrary, all the ſtreets and 
_ corners of the City did echo forth 
the Praiſes of the Princes, and of 

th« 
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the Arth-Duke himſelf, celebrated 
in proſe and verſe by a number of 
Writers, with the Title of Dehzver- 
ers of the oppreſſed people 5 and many 
Preachers getting into the Pulpits, 
wearied themſelves with no lefs li- 
berty, ſpeaking detraQtingly of the 
preſent Aﬀeairs; and al] this to im- 
print finifter apprehenſions ' in the 
people, which redounded more t0 
the blame of the Superiours, which 
tolerated them, then of thoſe that 
recited them. The Parlement con- 
tinuing ſtill in'their purpoſe to re- 
duce MaZarine tothe laſt extremity, 
Ciſpatch'd the Preſident Neſmond, 
with other Counſellours, to S»{y, 
to repreſent to the King what they 
thought neceſſary for his removal 
from Court, in conformity to their 
firſt Deliberations and His Majeſty's 
Word : but the Conre was not at 
all moved for any of theſe 'inſtan+ 
ces, judging It a FR and to0 
great an impudence of the Parle- 

mentarians, 
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mentarians, in pretending to give 
Law to their Maſter, 

In the mean while the Spaniards 
making uſe of theſe favourable con- 
jun&tures, which the diſcord in the 
Kingdom of France gaye them,they 
poſſoſs'd themſelves of Trino in 1t4- 
{y, taken by the Marqueſs of Card- 
cena, andin Flanders of Graveling, 
gained by the condudt of the Count 
of Foenſedgnc; who commanded 
under the Archduke, | 

The Cardinal did his utmoſt to 
{uccour Graveling, a place of great 
importance: but the remedies are 
to0 weak, in a time that the Court 
was miſerably diſtrated by dome- 
ſtick broyls, when the Foreign ene” 
my from many- parts aſſailed her 
with powerful Forces,and in a con- 
jancture that the Seditious of the 
Parlement- (to render the Malady 
more incurable). diverted the Kings 
revenues in ſuch manner, that of- 
tenumes he was reduced to great 
ne- 
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ve Eaeceffity, not having wherewithall 


to provide even tor the. Court.ir 
ſelf. ts = . 

In Pars the diſorders continued 
more then in any other part. . The 
Prince of Conde being come thither, 
it is impofible.co relate with - what. 
Applanſes he was received where- 
at 's Kings faichful'ſervants and 
the Cardinals'friends were ſo:'much 
aſtoniſh'd, 'that they durſt not (er 


their foor out of doors. 


Theſe ſent Diſpatches to Court, 


fupplicating their Majeſties ro draw 


near the City with all ſpeed, other- 
wiſe (the Faction of Conde growing 
ſtronger) they ſhould be conftrained 
to abandon ir, -and let all their con- 
ſultations fall to che-ground.. [The 
Kings Council being "moved by 
theſe Sollicitations, and much more 
perſuaded by reaſon to preſerve by 


all means that great and potent Ci- 


ty., determin'd' to approach nigh 
"IC + bots T5 | 


lo 


I ae as 
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Tn order hereunto their Majeſties 
.came/!t0 | Auxerre, from thence to 
Sens, tO Montrewl, to Melun, and 
other places near z and in the Kings 
Council it was debated to famiſh 
Pars, by taking away. the com- 
merce of the River, but this was 
not -affented to by the Cardinal, 
who knowing well that. theſe Ex- 
travagancies of the /Citizens' pro- 
ceeded from the Arts of a few $Se- 
citious people, more -COyetous to 
advance their particular Intereſts, | 
then deſtrous (as they gave out) of | 
the publick good 5-and that ſud- 
denly they would perceive their er- 
rour, and put themſelves again in 
their due obedience to their King : 
adding that it was not goed by ri- 
gour to exaſperate the people of 
that City further, and precipitate 
them by deſpair to declare for the 
Princes, which was the Card they 
calkd for, without which their Par- 
ty was weak and declining, 1 
(, the 
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the people ofttimes changed their 


minds, and ſometimes for the bet- 
ter, as there was ſome hopes:.they 
wou 1d do now, when they continu - 
ally invited His Majeſty to return 
to his Royal Palace, having to that 
purpoſe ſent the Sieur de Leryene. 
But the Cardinal was not for em- 
bracing that counſe], it not-beho- 
ving to truſt the Kings Perſon on 
the word of the people and /a Fron- 
da without good caution:zs he con- 
ſented nevertheleſs to hold: the Pa- 


riſkens in hand with hopes and 


fair words, without coming + to 


any particular Decharation. And 
thus by Mazarines dexterity Pa- 
ris was in effeft kept Neutral, 
though in ontward appearance ir 
ſeemed the contrary, by which 
they gain'd time to perfectionate 
thoſe things, which afterward fol- 

lowed to the Kings advantage. 
The Court departed from Melun, 
and came to Corbe;l,”- and thence vy 
che 
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the way of Chily to St. Germains, 
ſtill urider covert of the Army. 
Though' Paris: was not in open 
breach with the. Coart, | they ne- 
yertheleſs continued to keep a good 
correſpondence with, the Princes; 
the Inhabitants rook Armes, and 
began to keep'guard, held conſul- 
rations and made preparations for 
Warre z | And among other Aſſem- 
blies, they held a General one, of 
the Body of the Citizens, aflifted by 
the Deputies of the Pariiament, in 
which was decreed, that when the 
Cardinal ſhould be:driven out of 
the Kingdom, with (ecurity not to 
return again, they would preſently 
Jay down their arms : but as they 


make their actions appear innocent 


to the people, 'and that they diret- 
ed their intentions to no. other end, 


then to the publick relief, by ſend- 
Jing fartzer | off that Miniſter, to 
whom they imputed all: their grie- 
2{15 VAanc®, 


made uſe of this pretext, only to 
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race, and continnance -of the 


ſ 

arre: / {o the Court, admitting 
1 they did deprive themſelves of the 
- Cardinal by licenfing him to de- 
{ flpart, knew that they ſhould be at 


. ſth ſame paſs that they were the 
{ Blaſt time he left the Kingdom. And 
- by yielding to the prerenſions of 
- Fſubjz&s, they ſenſibly wounded the 
; [| Royal Authority, which ought to 
be kept abſolute and independent, 
wherefore they pretended on the 
contrary, that ir did not belong to 
any one to give laws, but to re- 
ceive them from their Sovereign ; 
and that the ſol> pretenſionhar rhe 
King ſhould ſerve himſelf of Mini- 
ſters of their appointing, deſerved 
as much blame and correction, as 
it was contrary to the Maxims of 
$901 Government, to permit that 
any body of His Majeſty's Council 
ſhould depend pn any cther then on 
the King himſelf ; ſo that they cried 
Out ot, as too grcat an imperti- 


= 


I nN.ncy | 
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nency, to require that one ſhould be 
driven away (of whom his Patron 
did profeſs himſelf well ſerved) to 
put in another that probably would 
not pleaſe him, and who might per- 
haps ſtudy more the Intereft of par- 
ticular perſons then the publick 
good and the Crown's, it mani- 
feſtly appearing, that to deprive the tl 
King of the Cardinal, was to take © 
away from him all ſatisfaction, and ic 
to make him depend on their plea- Cu 
ſure.» And therefore not to give tl: 
ſo pernicious an example (though N** 
he had had a mind for other cauſes || ©? 
ro put him away) he ought nor to 
doit, butto uphold him, that the th 
world might know that he was Ma- Y)”: 
ſter. tl 
The Parifiens the day following bc 
had another general Aſſembly, and tl 
lelefted ſome Deputies to defirt C 
their Majeſties to remove the Car ©" 
dinal further off, and to return t9 to 
Paris , but it was to no purpoſe;tht P*! 
Cour | 
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ourt ſtanding firm in their reſola- 
on nct to ſully the Royal Authori- 
y, endeavouring to gain time, and 


to keep Paris Neutral, that they 
migh: not ſupply the contrary Party 


with Men and Money, of which ' 
they ſtood in need enough. The 
Priaces and the Parlement on the 
other fide ſtudying to maintain 


taemſelyes in the Peoples favour, 


did not omit to imploy all their :in- 
duſtry to ſtir up the people againſt 
the Kings Miniſters z and becauſe 
it was neceflary (to keep afoot the 
commerce of Pars) to hinder the 
Kings Army from paſſing the Sex”, 
they made ſome Levies, which 
jyn'd with ſome other Troops of 
tne Princes to ſcower the neigh- 
bouring Campania, The Army of 
the Princes poſſeſt themſelves of the 
Country of Efawpes, ſituated be- 
twixt Orleans and Paris, where they 
tound a great quantity of Corn 
and here they intended to abide and 

I 2 tor- 
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fortifie themſelves with hopes, by! 
maintaining this Poſt to keep Pars | 
and orleans faithful, which was the | 


main {cope of all. 


While the Kings Army lay quar- | 
ter'd at Chartres and thereabouts, | 


they caſt themſelves into Eftampes, 
wath their * Lieutenants Generals; 
for the Prince and the Dukes of 
Newmonrs and Beaufort were gone t0 
Paris, where they ſtaid to make ſure 
of the Frondeurs and their Party, 4 
goad part of whcm defiring the 
Kings return, hearkened willingly 
ro the Treaties that thereupon Were 
ha4 about the entry and reception 
of His Majeſty, who if at that 1n- 
ſtant he had frankly ſhewn himſelf, 
he would have bcen received with 
all joyfulneſs and applauſe, and rhe 


Princes and their Party chaſed a- | 


way , lince the Citizens were al 
laſt weary of theſe hurly-burlie5, 
but nothing was done, the King 1d 
varing to venture himſelf on tht 


people 
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zoples inſtability, nor willing to 
ber e Cardinal depart as he often 
J preſſed,” to take away all pretext 
{ from theMale-contents. 

-F The Kings Army beſieged that 
Sf of the Princes in Effampes, where 
f, Þ followed divers skirmiſhes, and a- 
3 Þ mongſt the reſt a very bloudy one tn 
y; poſlefiing themſelves of the Sub- 
0} urbs, 

ſc The Court fixed at St. Germains, 
1 F and here the firſt Deputation which - 
Ky was {ent was in the name of the 
y | Duke of orleans and the Prince of 
< | Conde, who diſpatched thither thz 
"| Count ar C24vieny, the Secretary 
Þ Goulas, and the Dnxe de Rovar 
Þ Chabot , Chavigny was for the 
1} Prince, Goulas for Orleans, and Cha- 
* | bot for both. At firſt they decla- 
q xed, that they would not treat with 


4 the Cardinal z but this was only A 
+ | ew, for they had ſecret order tO 
" lee him, - and to ſeek all ways © 


« | ome to an Agreement with him, 
I 3 with 
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with a firm reſolution to gain him 
ro their particular intereſts, ſuppo- 
{1ng, that he to continue in France,| 


and in his Miniſtry, would eaſi.yl 


condeſcend ro their pretenſions.] 


They were ſecretly in the Cardinals 
Cabinet, treated with him, and} 
Chavigny, a perſon of great worth, 


es, 


propounded totheCardinal to make} 


an entire Agreement with the 
Prince, by granting him four De: 
 mands, One was to make the 
Count &, 0gv0y Duke and Peer; 
the Count Je Marſin a Mareſchil 


of Fraxce:; the Prince of Conty GY] 


 vernour of Provence;and th- 


himſelf P len: otentiary for the Ge- 


NET, PEACE: To the-two firlt the 
- Cardinal did comply; becauſe they 
19P!y<Sacerned (only honourabl 
titles: "'Bur the "Government 0! 
Provence,and the Plenipotentiary 0 
the Peace; he did wholly rcject,de 
'Claring he would never 'conſent, 
that for his particular /ifrereſt- th: 
| K1ng9 
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Kings Authority and Se?rvice 
ſhould be prejudic'd. | 

This Deputation was of. huge 
prejudice to the Princes, becauſe ic 
was madein a time that the Par- 
liament and the Pariſzexs were more 
incenſed againſt the Cardinal, and 
th, þÞ Waen all the Sov-reign Courts had 
ak-# deliberated to require his removal, 
che} 2n4 that the Commonalty of Parjs 
Je.| were of the (ame mind, in a time 
the} that the Duke of orleaxs and the 
-r.| Prince had deciared in Parliament, 
hal that for a general ſatisfa&tion they 
30-0 acured notnins but the baniſhment 


of the Cardinal': -ſo that the peo- 


Hy ple ſecing them act againſt ſuch ex- 
ou preſs Declarations,from thence for- 
m ward they were not a little jealous 
| of their carriage, and many that 
| were very well inclined towards 


F them began to b2 more wary 1n 
their praceedings, which was atter- 

ward one of the principal cauſes of 

It, 
their fall, 


I 4 | In 
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In the neck of this Depntation 
the Deputies of the Parliament ap- 


about giving the Cardinal his 


Conge, againſt whom the Preſident | 
Neſmond - $6 with great liberty, | 


The King heard them with much 


Civility, anJ afterward told them | 
that he was very well informed of 
the good intentions of the Parlia- | 


ment, and wiſh'd that they were as 


well perſwaded of his. Thar he } 


would confer with his Privy Coun: 


cil, and in three JJ's they ſhould 
underſtand his will; with ſuch 


words and general termes conclu- | 


cing nothing, the Deputies retarn'd 
ro Paris, The ſame day thoſe ſent 
from the Chamber of Accounts 
and Court of Aids had Audience, 
and the Anſwer was the ſame he 
; Save the Parliament ; alſo the Pro- 
voſt of Merchants, the Sheriffs, the 
Attorney-General, the City-No- 


rary; 


pear'd at St, Germains, With their | 
Remonſtrances to their Majefties | 


tary, and others deputed- from the 
Communalty, preſented themſelves 


J before his Majcſtie, repreſenting to 
{ him che rave at ſtate: of his Sub- 


jects, and of the necefficy of dif- 


J miſſing the Cardinal, the ſole cauſe 
of all the diſtaſts and differences. 
The Keeper of the Seals. anſwer'd.,. 
| that his Majeſtie was aflured.of the 
| good affection of the City. of - Parjs,, 


and to ;ſatisfie them he intended to 


rtturn; thither- fo ſoon. as the Paſles. 
| ſhould be open; and this he ſaid to 


give them @ wipe, that in-the ſame 


time -they- male theſe Addreſſes, 


they, endeayored to hinder his com- 


| 10g) catting off.che Bridges of thz 


Seneand Marne. The King there- 
ftore-notyieking to condeſcend to 
ſuch licentious demands, the Male- 
contents.took occaſion to exclaim a+ 
gainfthis Council; who on the 0- 
ther-ſide complaining of the Sub- 
1:&s Proceedings, every thing went 
more. and. more into confuſion, 


I5 and. 
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-add'all thefanlrs, which Cs did| 
- concern onely:2/few intereſſed:peo-| 
ple and Male-contents, were has | 
ged upon'Mazarine;! againit whom | 
their hatred andi fary not 'abating, | 
heiwas dommonly called The root f | 
all-+vil/and'The in of all: the mi-\ 
ſeries of- that flour; 18 Kingdom ; 
which would have been more un- | 
happy '(wantite:the 'proreBtion of 
the Cardinal;and the” power of tlie 
Ptiticesafd:of the Parlerent incree 
fine) If! the Kinss Authority had | 
been diminiſhed, which the more 
independent and abſoltite; rhe more 
profitable ro Sybjects,7 who-arg al- 
ways -moſt * miſerable 3ylidre ict 
are moſt'Mhſters, on. {#5 
The Parliament Aﬀembled to | 
hear the Anſwers tliat the Pepu- 
ti2s brought from Court, where 
were preſeri the Duk&-of - Offeins, 
and the Prince of "Co#Hz; with! all 
Ke chizf of the Faction, ' when the 
News came, that the” Royaltifts 
werc 


_ 


did | 


were aſſaulting. the Bridge of St. 
Cloud, defended by a little Fort; 
whereupon the Prince of Cordc, 
mounting ſuddenly on Horſeback, 
with ſeveral Gentlemen, and -abave 
eight thouſand Pariſtens, made them 
retire, and from. thence marching 
towards St. Dexis, Where Were 2 00. 
Swiſſes of the Kings Guards in Gar- 
riſon, and aflailing thoſe. old and 
rotten walls, they made themſelves 
Maſters. of it, * taking thofe ſoul- 
diers priſoners, which were led to 
Paris in triumph. But this City 
was ſoon recoverd by th: Kings 
Forces, commanded by the Sicur 
d2 Renville Colonel of Horſe, after 
waich a Neutrality was granted 
t9 the Town of St, Demis, Upon COn-. 


dition that the Princes ſhould alſo. 


leave free the Paſſes of St, Cloud, 
Neully, Chareaton, and St. Manr. 
After theſe divers ſucceſſes the 
Parliament aſſ-mbled again, an1 
baving heard the Relation wa le by 
; Gle . 


2% The biffozw of 
the Preſident: Neſmond, they: deter> 
mined to ſend him back to St. Ger- 
mains to receive the Kings An- 
{wer, Which he had promiſed in 
threedays:. But it being to the 
acyvantage of the Court to gain 
time, Mazarine with great ſubtil- 
ty prolong'd the Reſolutions, keep- 
ing ftill the Treaties on foot, not 
to put the people in Geſpair, and ne- 
ceflitate them (when they ſhould 
have no more hopes) to declare for 
the Princes; and for that cauſe the 
Duke & Azpv1ille made divers jour- 
neys from Court to Paris on the 


Kings behalf, managing dexteroufly 


the Treaty with the Princes, who 


prefled mnre and more the Cardi- 


nals departure. 

The Prince of Conde, who by 4 
particular gift of Nature was n0 
le(s endowed with a moſt prudent 
faculty of diſcerning, then with a 
marvellous and unparallePd yalor 10 
Arms,obſcrving the inſtability of h1s 


Part Yo. 
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Party, grounded on uncertain and 


wavering deſigns, he inclined ro an 


agreement in any manner, even 


without the removal of the Cardi- 
nal from the Miniſtry, confidering 
ir better to treat with him who was 
of a (weet and -gentle_ nature, then 
others ofa violent Genie, as the 
Cardinal de Reitz was reputed 'to 
be. But the good intention of the 
Prince was diverted by his Kindred 
and Friends, who declared that in 
ſuch caſe they would forſake him 
and laſtly, by the Duke of Orleans, 


. ſolliciced thereunto by the Cardinal 


deRetz,who was accuſed that for his 
private advantage he equallydefired 
the ruine of thePrince and of Maza- 
rine;(o that His Royal Highneſs vi- 
gorouſly oppofed it, 'and was cauſe 
that hiv Overture rook no effe.: 

From S. Germain'the Court re- 
moved to Melur ; for this City be- 
ing upon the Sexe, and nearer to 
Eſlampes, they might from _ 

Wil 
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with more caſe ſend Supplies and 
Recraits to the Kings Camp, ſtop- 
ping-in the ſame time the Proviſions 
which are wont to be brought | 
 . down the River from thoſe fertile | 
Fields to Paris : and here the King 
gave Order to Mareſchal Turenne | 
ro endeavour what ere came ont | 
to expugn Eſtampes, and dcfeat the 
Army of the Princes, who defend- 
ing themſelves bravely, there fol- 
lowed many hot Skirmiſhes, with 
no ſmall {laughter of Souldiers and 
conſiderable Captains on either 
ſide : wherefore the Princes percei- 
ving that their Army would ſubſilt 
along time in - E//ampes, ſollicited 
the Spaniards that the Army of 
Duke Charles of Lorrain might ad- 
Vance totheir {uccour, The Mini” 
fters of Spain chearſully afleriting 0 
uphold; the Party of. the Princes, 
and' keep afoot the Civil War in 
France, preſently ſet themſelves a- 
bour it, 


s 
 — 
X ; 

5 * - 


| 


- i'The Duke bf: Lord awas wont 
every year to make a bargain with 
the Sp antards for the next. Camparin, 
by which i;they . obliged! bim for a 
certain (fumme of money. to ſerve 
themiwidk his ';Troops:/ : This: year 
therefore 11653 they. engaged 'him 
to pals 1ntq France, 0 fuccour the 
Princes«.In purſuance of which ac- 
card-he njarched with his .Army.of 


4200 Foot; andabout;5000. Horſe, 


with ſome Pieces of Artillery, tho- 
raugh Champazne: towards the Sexe, 
toraiſe-the: Siege of. Eſiampes : lea- 
ving his | Forces.at Zagn),! he-went 


to. Barts rwbere hell Was received: 
with;alkthe;Hongwrsowopht tobe gi-: 


ven ta Prince.dfwwihen they ſtood 
uae; tb on picld $303 wo 


+Atthisnewsthe Cardinal began. 


ſought tor0ain Inke Charles by the 
mediation vf the :Dutchels of Che 
wt vrenſe 


> 
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| wrevſe his" Ally," and of the ſame 
Houle, edt | 

She being a Lady of great ſenſe, 
and fullof Intrigues, 'making uſe of 
the natural jealouſte wonr-to be þe- 
twixt the Princes of. the Bloud: and 
the Dukes of Zorr4jn, and eſpeci- 
ally betwixt Condeand them, who 
was much eſteemed amongſt the 
Spaniards, the gave the Duke to 
underſtand, that 'it would” not turn. 
co his benefit ro affift them,” The |} 
Duke was convinc'd' by hee Rea- | 
ſons, -and inclin'd x0: imbrace her 
counſel, ſo he could-find a ſufficient 
pretext to dilingage himſelf from; | 
te Spaniards, to whondi he'had-pro-- | 
miſled to fuccour/Zfamper,. Maze”: 
rine {ent the Marqueſs de _ 
neuf to negotiate ſecretly: with the 
Duke; and*they agreed' togethicr,: 
rhat to difingage his word, -and to: 
keep himſelf from - the: blame he 
might incur, he ſhould raiſe' the 
Siege of Eſtampes., and the morn-- 
i0g 
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ing following that Twrenve ſhould 
retire from thence, the Duke pro- 
mis'd to retreat to the Frontier of 
the Kingdom, (to make a ſhew that 
it was not by compact, but by rea- 
ſon of the State of the Kings Ar- 
my, that obliged him to take this 
courſe)to which purpoſe they fhoald 
furniſh him with all neceflary pro- 
viſions, The Princes knew him by 
his Condu&, and by the difficulty 
he made in paſſing the Sexe, that 
he had intelligence with the Conrt; 
wherefore they went to find him art 


dis Cattp, and oblige him to paſs 
the River , but he repreſented to 
them, that they ought to reſt ſatis- 
hed if ſo be he raiſed the Siege of 
Eftamp:s ,, and having ſome ba 
that the Court would take the {| 
ſame reſolution, it was not neceſſary | 
to engage himſelf further. The | 
Prince of Conde gave him to under- ll | 
itand, it was a ſmall marcer to cauſe o 
the Sizge to be raiſed, if he did nor 
o1Ve 
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give them the opportnnity to put 
their Troops in ſafety, becauſe they 
could no longer ſubſiſt in a ruina- 
ted place, ſo that after many Diſ- | 
courſes the Duke permitted himſelf 

to be engaged before he was aware, 
to give 1n writing a Declaration to 
the Princes, by which he obliged 
himſelf to ſtay yet ſome days in the 
{ame Poſt upon the River Seye, that 
in the mean while the Princes 
might withdraw their Troops-from 


Eftampes, and come nearer P4- 
Th, 
Ta we* -* Oy _ ES Sat iuncatioc od 
aus AINgS ArMY DELNS TCLILCU 


from the Siege of E/fampes, and the 
Court ſeeing he failed in perform- 
ing the private Treaty concluded 
with Corenetef's the Mareſchal 
de Turenne by advice of Mazarine 
moved his Camp with expedition 
toward Corbeil, with deſign to fight 
the Zorrainers, before they ſhould 
pais the River to joya with the 
| Princes Forces, and they faced the 
Enemy 
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Enemy ſo opportunely, that being 
furprifed and aſtoniſhed, doubting 
they ſhould be engaged in fight, 
they preſently retired,taking the ad- 
vantage of the high Hills of Y:/ 
nieufve and S. George, and putting 
{ themſelves under covert of a little 
{ River, that diſchargeth ir ſelf into 
the Sexe, The Kings Party advan- 
cing towards Corbeil took ſeveral 
priſoners , which obliged Duke 
Charles to delire the Siewy do Beau- 
lieu, who was preſent with him, to 
procure the fulfilling of the *Agree- 

C8 oa Tan Lig Dada * 
| Men, 7G iu LH KNOW ne rea- 
ſon why they. brought the Army 
| againſt him, while he was in Trea- 
| ty with- the Court. Twrenne re- 
| 
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turned him anſwer, that he ſupps- 
fed there was'no more Treaty -with 
bim,- he having faild of his word, 
| or at leaſt retarded toperform. his 

promiſe z-yet'' if he'would' ſtand to 
the "Treaty in” g60d" earneſt, he 
-would -advance- no further ,- and 
| granted 
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granted him four hours to conſider 
on-it; which being paſt he was ac- 
quit of his word, The term expi- 
red without any Anſwer,and with- 
out any effe&t ,and therefore with- 
out delay the Kings Army marched 
haftily (leaving their baggage be- 
hind) againſt a Caſtle upon the Ri- 
ver held by the Duke, half a League 
diſtant from his quarters, and took 
.1t upon diſcretion ; and caſting 4 
Bridge over the River, aſſed it 
with the greateſt part of the Foot 


and Cannon, making the reſt of the 
Troops foard it a little apove, am 


came within Cannon-ſhot of the 
Lorr ainers ; which the Duke {ce- 
ing, and being reſolved not to fight, 
and hazard the defeat of his people, 
which was all he had to truſt to, he 
ſent my Lord Germain, a principal 
Officer of the King of England's, 
(who wasSone that rus. in the 
lai Agreement with the Mare- 
(chal) to let him underſtand that be 


Was 
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was reayd to fulfill the Treaty con- 
cluded. Twrenze told him,that this' 
was 200d the day before z but that 
then being upon the point of fight- 
ins, and having drawn back his 
word, they ought to ſpeak no more 
of preceding Treaties, matters be- 
ng now changed; and diſpatch'd 
the Sieur de Yarennes to let him un- 
derftand, that he would not defer 
any longer to attaque him, if he 
did not ({uddenly yield up the Bridge 
of Boats which he had upon the 
Sexe, ifhe did not forbear to fortifie 
himſelf, and if he did not immedi- 
arely depart out of France within 
15 days by the way he ſhould ap- 
point him, giving reſponſible Ho- 
ſtages for the performance. . The 
Duke, after he had made ſome dif- 
hculty, and ſought to prolong the 
Aﬀair, being preſs'd anew with- po- 
fitive threatnings, determin'd to 
| aflent to alÞthat was requir'd him, 


conditionally though, that Twrenne | 
ſhould | 
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ſhould-not make uſe of the Bridge 
which he put into his hands, to 
march againſt the Army of the Prin- 
ces and that the Troops that he 
had with them of theirs ſhould have 
Paſs-ports to- go to Pays: ; that they 


ſhould give him Billetings for his 
March, and 15 days time to get out 


of the Kingdom. All was con- - 


cluded, The Duke gave for Ho- 
ſtage the Count de Linville, and the 
Gen:ral of the Ordnance, On the 
Kings part were given to the Duke 
the Chevalier of Marcouſſe, and th: 
Sienr de Vaubecourt, 

Inthis manner the Treaty with 
Turenxe being agreed on,to his great 
olory, at the head of the Ar- 
mies, the Lorrainers began with- 
out delay to file off towards Zr/e 
Comte Robert, The Duke. having 
in this manner deluded the Princes 
and the Spaniars they were there- 
at highly diſguſted z and this was 


CONC 
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one of the chief motives that cauſed 
the Court of Spain to reſolve his 


impriſonment, as ſhall be related in 
its due place. 

The Parlement of Pars believed 
by the coming of the Lorrainers, 
that they had won the Game, and 
therefore raiſing more and more 
their pretenſions, they deputed again 
to Court the Preſident Neſmord, to 
infiſt upon {ending away the Cardi- 
nalz who coming with the other 
Depuries to Mel#x, they made their 
Remouſtrance on rhe {ame ſubject, 
adding that it wasa ſmall matter 
for the King to deprive himſelf of 
one Stateſman, to gain the obedi- 
ence of all who for that one reaſon 
_— withdrawn themſelves from 

im. 

The King returned anſwer in 
writing, that having divers times 
heard the Remonſtrances made him 
by his Parlement, he let them vn- 
derſtand, that he had always'in his 
thoughts 
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thoughts what they repreſented to 
bim, being afſured that as the Par- 
lement were very much concerned 
for the maintaining of the Royal 
Authority, ſo he ſhould have no 
other thought, then to | contri- 
bure all his power for the advantage 
of his ſervice z wherefore percci- 
ving that the wound would prove 
incurable without preſent remedy, 
defired that the Deputics or others 
that were choſen ſhould joyn with 
thoſe of his Royal Council, and to- 
gether procure to find a remedy for 
the threatnin3 inconveniences t0 
ward | is Subj<&s, from the evident 
ruine into which (for the caprice of 
a few Cifturb'd by their own Ambi- 
tion) they were ready to caſt them- 
ſelves, His Majcſty having nothing 
nearer his heart then the deſire of 
Peace and Union, and to reſtore his 
Kingdom to its priſtine ſplendour. 
Neſmond having read this Anſwer, 
replied, the onely mcans to quiet all 
, was 
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was the putting further off the Car- 


dinal. The King inftantly inter- 


rupted him,and with a ſeriousgrave 
brow told him, You have underſtood 
m Will,and ſo brake off, The De- 
puties returned to Pars, where they 
cendred a diftin& account to the 
reſt of their Members of what had 
paſt, they diffzr'd in their Opini- 
ons, whether they ſhould accept of 
the Conference propos'd, and many 


| aſſented to it : but Baſſe with a 


pretence of Zele for' the publick 


| 200d ſtood farm, thatthere was no 


need of other Conference, nor of 
other Treaties, ſecing that all was 
reduced to this one point, which 
was, the departure of Aazarine, 


who being the onely occaſion of all 


the diftaſtes, they ought to ſtand 
upan that, which being obrain'd, all 
the other Controverſies would beat 
anend, And the moretthey per- 
ceived the King. averſe to deprive 
himſelf of that Stateſman, the more 
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clamour they made aboutitz not 
that they really much defired it, but 
becaule they ſaw it was the way to 
nouriſh the diſtruſts, and keep alive 
the differences, It being manifeſt 
enough, that if the Parlement had 
believed, that the King by ſending 
away Mazarine would unite. the 
Princes to his ſervice, they would 
never have Wiſhed it, but rather 
underhand have endeavoured his 
ſtay, it aot bing: for their advan- 
tage that the Prices joyning with 
the King ſhould ſo much the more 
ſtrengthen his Authority, and by 
conſequence weaken their pretenſt- 
ons. Holding therefore to the Op1- 
nion of Fraſſel it was decreed, that 
without any. delay the Deputies 
ſhould return to declare anew t0 
His Majeſty, that they had nothing 
to adde nor to propoſe, then the et- 


fetive removal of the Cardinal, 


conformable to the Decrees and 


Declaratiors of His Majeſty, and 


che © 
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#the Proteſts of the Princes, who-re- 
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plied in full Aſſembly: chat they 
were realy to lay dowa their Arms 
ſo ſoon as Mazarine ſhould be out 
of the Kingdom. To the {ame 


Deputies were conſigned alſo the 


Queen of Swedeland's Letters to the 


E Parlement (brought expreſly by one 
| of her Gentlemen) to deliver to 


the King, the Contents of which 


contained an offcr of her Mediati- ' 
{ on to bring them to an Agreement, » 
tas a Friend and Confederate of, the - 


Crown of France, whoſe troubles 


d14 much grieve her, The Depu- | 
ties appeared at Melun (where the. 
Court was), the 12th.: of. Fune,. 


they had Audience: two days after, 
and repreſented the  deſolation, of 
the State to procced from. the re- 
turn of Mazarine, who was the (ole 
occaſion ,of all theſe diſturbances. 
The Afﬀair was. remitted - to the 
Council of State ; they examined 


the Anſwers, The Cardinal re- 


KR 2 newed 


% 


, 


CC Ec I | | TE SEEST.SY 


/ o./ Niyc” * 1» "ſay a tb ar 


or os 00 OOO I i AO 
cr 


200 @TheViſlozy of 


newed his inſtances divers times 
made for leave to depart, alledging 
that it was not convenient, that for 
him alone the tranquillity of the 
.Kingdom -ſhould be diſcompos'd, 
He was oppovd by the King him- 
ſelf, ſaying that he was Maſter, and 
would beterved by them that 1jked 
him beſt, nor did he acknowledge 
any to give him Laws but God. 
The Sunday following the Deputies 
recuriedto the Aucience of the King, 
who- plucking our from under his 
Garment a Writing ſaid, that by 
that they ſhould know his Will. 
Monſieur de la Vrilliere Secretary of 
State .read it, and afterwards deli- 
yer'd -it ro the Prefident Neſmond, 
whoreturnd.with it to Paris. 
Ir contain'd that the King did 
wondervery much, 'that having in 


his Parlement 6 many perſons en- * 


dned with {o excellem underftand- 
ng anc acuteneſs, they did not di- 


cn, chat therequeſt of POT (| 
the 
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the Cardinal was onely a-ſpecious 
and varniſh'd pretext, ſince it was 
manifeſt, the true cauſe of the pre- 
ſent diſturbances was the Intereft 
and Ambition of them that had ta- 
ken Arms, and kindled the Civil 
war, when the Cardinal was as far 
as Germany from the Court and Mi- 
niftry z which made it clearly” ap- 
pear, that the evils of a State were 
not to be healed ſo long as they 
reſted upon pretences, whoſe roots 
do produce as much as are lopp'd 
oft ; wherefore the onely remedy 
left was,to pluck up the deepcſt and 
moſt principal. That if His Maje- 
ſty ſhould reſolve to permit the 
Cardinal to retire upon ſome im- 
ployment abroad, and with due re- 
putation to his Honour ; what Se- 
curity ſhould he have, that the wa- 


- '| verings of the uaquietneſ(s of the 


Male-contents (huuld calm, ſince it 
was freſh in memory, that his de- 
Þ parture in the beginning of. the Jaſt 
K 3 year 
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year had rather augmented then | 
moderated the Troubles ; which if] 
they were not allayd by his going | 
then (though it was propoſed for 
the only remedy :) nor ought he leſs 
to believe that it would ſucceed ] 
otherwiſe, if he were {cnt away a 
ſecond time, unleſs at the ſame in- 
- ſtant the occaſion was taken away 
that cauſed theſe matters. T hat the 
prudence of His Majeſty ſought 2 
prompt and permanent repoſe to his 
Subjz&s, that they might not fat. 
again into the ſame inconveniences, 
cf which they had too much fe! 
the ſad effects : It being very wel 
known, that inthe ſame time tha! 
the Princes declar'd themſelves rea- 
dy to lay down their Arms if tht 
Cardinal was ſent away, they en- 
deayoured to fortifie their party by 
fomenting of {trangers, and drawing 
other of His Majeſty's Subjects from 
their obedience. That the Decla- 
Tation madea few days before n 
the 
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che Duke of Grleans to the Com- 
munalty. of Pars, ſhewing that he 
hal no Authority over the Forces 
of the Duke of Lorrain, which he 
boaſt2d he hal drawn into Frazce, 
was not conformable to that he 
made in Parlement. That the Trea- 
ty concluded by the Prince of Conde 
with the Spaniards did not ; v7 of 
laying down their Arms when the 
Cardinal ſhould be {ent away z nor 
could it be mentioned, for when it 
was concluded, Mazarine Was in Ger- 
many. That in the mean while 
therefore it behoved to have -real 
and poſitive Security of the Princes 
for the entire performance of what 
they offered ; and therefore he de- 
fired tro know if they would re- 
nounce all their Leagues and Aflo- 
cations contracted with ſtrangers, 
and all Treaties concluded in parti- 
cular with his Subjects againſt his 
Royal Service. If they would make 
no vther pretenſions after the depar- 
K 4 cure 
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ture of the Cardinal, If this being 
done, they would repair to His Ma- 
jeſty to ſerve him according to their 
duty, If they would cauſe the 
Rrangers they had brought in to de- 
part the Kingdom, and would pro- 
miſe that the Spaniſh Troops and 
the Dake of Loyrrains thould retire, 
without giving them that they 
might pretend to, in prejudice of 
the King and the State. It the 
Souldiers, that under their name 
made war againſt His Maj-tty, 
ſhould be disbanded. If thoſe of 
the King of Spains at Srenay , at 
Bourg in Gnienne, and in other pla- 
ces, ſhould retire, and refuſing to do 
it what way ſhould be taken to 
force them. If the Prince of Conty 
-and the Dutcheſs of Longueville 
would return to their devgir, and 
whether the Prince of Conde bai 
_ power to promiſe for them. If the 
Prince of Conty would lay aſide all 
prerenſions. If they have joyntly the 


power 
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p>wer from the Perſons of Quality 
that have engag'd withthem,to give 
Security for their obedience. It the 
Cities and Fortified places kept in 
the name of the Pr. of Cenge ſhould 
be put into the ſame ſtare and being 
that they were before, If the City 
of Bourdeaux would return to its 
duty. If the Eſtabliſhment. made 
againſt the Kings ſervice fince theſe 
preſent troubles ſhould be revoked. 
And finally, all things ſettled in 
their former ſtate, according to the 
Articles in the Kings -Dc<claration 
of December, 1649, Concerning 
which - Points when His Majeſty 
ſhould reccive full aſſurance of their 
performance , without , cavils and 
an1 new pretences, he-ſhould be in- 
duced to belicy-, that the Malady 


which afflicted the Kingdom might Ii 


be cafily remedied. 
This. Anſwer being read i1 Par- 
I-ment, with- the twelve Queftions 


m reply to that of the Bincet, Os 
Ks: _ DuxC 
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Duke of Orleans ſaid it was all of } 
the Cardinals dictating, who (ill- | 


inform'd of the Cuſtoms of Frarce) 


framed Queſtions to the Princes of | 


the Bloud in form of Interrogato- 
rizs, which was never yet ſeen pra- 
Etifſed 3 and having declared over 
and over, as they did now again, to 
lay down their Kring ſo ſoon as the 
Cardinal ſhould be ont of Fraxce, 
there was no need of other Securi- 
ty, ſince all was done with finceri- 


ty,- and without any doublenels. 


They Ciſpnted a great while upon 
this ſubje&t in the Aſſembly, in 
which it was propoſed by thoſe on 
the Kings ſide, that they ought to 
ſend again Deputies to His Majeſty, 
with Authority to treat of Peace (0 
neceſſary to the State. The Coun: 
ſellour Bruſſel ſtood ftill fix'd in his 
averſeneſs to the Conference,and to 
hold themſelves ſimply to the De- 
claration, There followed other 
Diſputes and Conteſts in words 


amongſt 
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f | amongſt ſome of the Counſellours, 
- | andthe 21th. of Fune the Cham- 
) | bers met again, where they made 
f | two Propolitions, one to ſeek a way 
tro maintainthe poor, and the other 
' 40 raiſe 150000 Crowns for the 
- | price of the Cardinals head, having 
\ | choughts that there would be ſome 
, | raſh enough to offer themſelves to 
kill him 5 but this was laid aſide 
as then, as an unworthy thing and 
deteſtable in Chriſtians » and all 
that was done was to raiſe 100000 
Crowns for the relief of the poor, 
every Counſellour taxing himſelf 

IOO Livres. . 

Many of theſe poor people were 
paid expreſly to clamour at the Par- 
lement door, and raiſe ſome tumulr, 
to oblige the Aſſembly toa decla- 
red Union with the Princes, which 
was the deſign.of theſe, ro neceſſi- 
tate - Pars to provide - Moneys and 
other neceſſaries for ſuſtaining the 


War. As the Counſellours came 
out 
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out of the Palace People began to 
Cry, Bread and Peace, and uo Maza- 
rine. Some of them they ſhar in, 
and miſuſed others. 
Beaufort 'retarning into the Palace- 
hall, ſpake in a loud voice to the 
eople, that that was not the right 
way of proceeding, but that they 
ought to: aflemble in ſome place, 
and there deliberate -of what was 
ficting tobe done to bring the M4- 
zariniſts to reaſon , wherefore he 
invitedthem all that evening to the 
Palace Royal, where he would be 
himſelf, and there every one ſhould 
propound his Opinion. 


, 
-» 


people : Beaxfort told them it was 
not handſom to make a noiſe about 
the Palace, and pretend with wea- 
pons to force Juſtice, in that man- 
n-r opprefling the good as well as 
the bad ; but they ought ro make 
a diſtinction, and 24 of them to 
frame a Requeſt, whereby to ob- 
lige 


The Duke of | 


There afſembled about 5000 


Ro Se ne DS Ren HEINE wn 


whether they were Mazarinifts or 
not; that ſo being able to diſtinguiſh 
thoſe that were on the contrary par- 


ty, and taking particular notice of 
ff 


em, they might eaſily -diſperſe 
them, attaquing them on all ſides. 
He found the people well diſpoſed 
to fotlow his counſel, and every one 
willingly embracing thoſe reſoluti- 
ons which-did ſquare with their hu+ 
mour, he had no trouble to. diſpoſe 
them all unanimouſly to fury -and 
{edition z which being aware of, 
he ended briefly his Ditcourſe, ſay- 
ing .he  expe&ted them the next 
morning at the Palace. ,_ 

The Parlement. being advertiſed 
of this, the Provoſt of Merchants 
gave notice -preſently to all the 
Wards, and to the Colonels, with 
order to have the, Chains prepar'd, 
and the Inhabicants in a readineſs tv 
take Arms upon the firſt Order 
they ſhould receive, 
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lige the Counſellours to declare 


| 210 ThePHiſozy of 

-In the mean while they calked np | 
and down the ſtreets of nothing bur | 
of falling upon the Parlement, | 
wherein they ſaid there were divers | 
Mazarines that would not declare | 
themſtlves. 

The ſame People cried out when | 
the Prince of Conde entered into | 
the Parlement, that they would 
have Peace ; to whom he an(wer- 
ed, that he deſired it himſelf,”:and 
that he took pains to that purpoſe, 
(but without Mazarine.) The Par- 
lement- intimidated by the- Sedition 
begun at the Palace Royal, forbore 
to aflemble - (as they were wont to 
do) the 22th. of Fuly. 

The Frendeurs nevertheleſs mer, 
but the Preſidents convened at the 
Houſe of Ba;lleul, to conſider what 
[0 reſolve on : which being .under- 
food by the Prince, the went him- 
ſelf ro defire them in his own and 
the Duke of orleans his name, that 
they would be at the Palace _ 

ull- 
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14id for them , for which reaſon 
they could not be ſecure. All the 


Prefidents were of this Opinion, 
without being a jot- affrighted at 


| the threatenings of .the Princes 3 
' but being again intreated by the 
Duke of orleans and Conde, with a 


promiſe that they ſhould have no 
wrong, they aſſembled the 25ths 
following, and here the Princes de- 
clared, thatthey were willing to lay 
down their Arms, and ready to 
fulfil! all chat the King defired in 
the Writing broughe by the De- 
puties, ſo ſoon” as His Majeſty 
ſhould ſend. away Mazarine , aC- 
cording to the Contents in his De- 


O 
claration of the 6th, of September 


laſt paſt, 

After this Declatation: of the 
Princes there remained no more 
dificulty in this Afﬀair, but onely 

in 
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| di , bur they excuſed them- 
i ſelves, being informed of the Plot 


| 


| 
| 
. 
mY 
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in the form:thar they ought to keep | 


in ſending it, whether by thoſe that 


were for the King, or by the De- | 


puries of the Parlement that had 


been there already, or by others | 
that they ſhould chuſe out of every | 


Chamber. . To all which the Prin- 
ces agreed, excluding onely the 


© Prefident Neſmend, impcaching him 


to have been corrupted by the Car- 
dinal, This clauſe occaſioned in 
the Aﬀlembly no little confuſion, it 
ſeeming ſtrange to the Counlel- 
lours, that they ſhould be limited in 
thiir Deliberations at the pleaſure 


of the Princes, in which they ought 


tO be free, and depend upon .none 
whoſoever. The Debate laſted 
three honrs,and the graveſt of them 


conſidering, thar the pretences of 


the Princes were inſupportable, de- 
plored the miſeries of the times, 
clearly ſeeing, that by flying the 
Obedience of the King they flipp' 

unto 
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| into the Sabjz&ion of the Princes - 


wherefore they ſaw it neceſſary to 
make uſe of the ſame Maxijm to- 
wards theſe as the Court practiſed 
with them, boldly refuſing waat- 


| ever (ſeem'd to depend on the Au- 


thority of others z, for in ſuch caſes 
(by little and little) Intreaties be- 
came Commands,and he that would 
not be perſuaded to. obzy, ought 
not-to ſuffer himſelf to be governed, 
It was. therefore reſolved to ſend 


again Neſmond with the other De- 


puties, to remonſtrate to the King, 
that upon ſending away the Card. 
nal according to His Majeſty's De- 
claration of the 6th. of September, 
the Princes would lay down their 
Arms, and put in execution the Ar- 
ticles contain'd in the Writing ſent 
by His Majeſty to the Parlement. 
In this manner ended that Aſſem- 
bly, coming out of which the 
Counſellours were beat back by 


the people that were gathered toge- 
cher 
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ther in great number at the En. | - 
trance, who cried out, Peace and | 
Union with the Princes , which did | 
evidently ſhew that their deſign was | 
to have the Parlement and the City | 
publickly engaged on their {i4e, it 
being known that many of the Prin- 
ces Souldiers were ſhuffled in a- 
mong the people, who occaſioned a 
' dangerous Commotion againſt tie 
Parlement, the Counſcllours ot 
which were purſued by the Rabble 
with great hazard of their Lives in- 
to the neighbouring houſes, wierc 
they ſaved and abſconded them- 
ſelves, not without marvel that they 
eſcaped unhurt from the thick hail 
of ſhot that was diſcharg'd againlt 
them : divers innocent perſons were 
{lain out-right, beſides many others 
hurt ; and amongſt theſe the Prelt- 
dent Novion ſaved himſelf by great 
good fortune, follow'd by the p<0- 
ple three or four ſtreets. The Lieu- 
tenant Czill retired himſelf into oo 
Cd” 
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 Chaſtelet with ſome Counſellours, 


where he was beſet by the Multi- 
tade, who determined to ſet it on 
fire, not being able to enter (pro- 
hibited by the great number of Ar- 
chers that defended it 3) which they 
would have <ffeted if they had not 
been oppoſed by Menſienr de Miton, 
Colonel of that Quarter, who with 
his Company made the Mulritude 
retire, Other Preſidents and Coun- 
{cllours ſaved themſelves as well as 
they could, and the Sedition laſted 
till the ſhutting in of the Evening, 
no lels to the horrour and diſtration 
of the Parlement then of the Civil 


, Inhabitants, fearing what might 


be the iſſue of the fury and inſ0- 
lence of the baſer ſort of people, 
kindled with rage and defire of In- 
novation, This a&tion was highly 
complain'd on, not onely in the Par- 
lement, but alſo in theTown-houſe : 
they deteſted the enormity of it, and 


and lamented the publick miſery 
OC» 
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occalioned by the phantaſticalneſs 
of atew. particular perſons, and it 
was reſolyed on to provide for the 
publick fecurity. The Parlement 
was convocated, and a ' Decree 
made, that Moxfieur de Champroud 
(a Counſellour) ſhould form a Pro- 
ceſs againſt the Heads and Authors 
of the Sedition, as alſo againſt thoſz 
that had printed and publiſhed any 
infamous and abominable Libel!s 
againſt the Court and Parlement, 
an Eccleſiaſtical Monitory was like- 
wiſe exhibited againſt the Compli- 
ces of theſe proccedings. And the 
Provoſt of Merchants; the Conſuls, 
the Sheriffs, with the other Heads 
of the Citizens, being aſſembled,they 
order'd that-the Colonels and Ca- 


tains of the ſeveral Wards ſhould + 


avetheir Companies ready, and a 
Court of Guard placed about the 
Palace to hinder | greater inſolen- 
cies, and Conſerve the Liberty of the 
Parlement, whoſe power was t00 

weak 
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weak to preſerve the Peace, -fince 

the number that followed the Par- 

tyof the Princes was greater then 

hoſe who adhered to 'the Parle- 

ment and the Common Council of 
the City. Ir was concluded on to 

have a general Meeting of all the 
Inhabitants the 4th, of F»ly, to re- 

ſolve on the moſt convenient Expe- 
dients for the Indemnity of -Pars, 
and of the Parlement. 

In the mean while the Duke of 
Lorrain was diſcamp'd from Yite 
_ St. George the 17th, of Func, 
and already our of the Kingdom. 
Which unexpefted News greatly 
ſurpriſed the Pariſiexs, fearing that 
the ſaid Duke -had abandon'd and 
betray'd the Princes, 'from which 
aroſe great rumours and no ordina- 
ry Trepidation in all thoſe that - 
were .againft the Court-Faction, 
luſpetting that the Kings Army ap- 
prehending nothing from the Lor- 
r4iners, ſhould beleaguer Pars, and 


the -- 
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the Princes be neceflitated to com- 
ply with force. *Wherefore the 
Prince of Conde cauſed his Troops 
that came out of Eſtampes to march 
towards Pars, and encamp betwixt 
S. Clou and Swrenne upon the Sexe 
two Leagues from Pars 3, and hi- 
ther alſo were ſent thoſe few Soul- 
diers that the Princes had about 
them in Pars, with the which they 
formed a Body of about five or fix 
thouſanu men, and were provided of 
all neceſlaties from the City ; but 
all with the Princes own Money, 
for they never could draw from the 
Pariſiens neitner Money nor other 
{uſtenancez but onely free com- 
merce, popular affection, and ſhel- 
ter 18 time of need. Wherefore 
the Prince knowing that he could 
not long ſubſiſt, without an open 
Declaration of the City and the 
Parlement in his behalf, he ſought 
all ways to oblige the one and the 
other to ſecond his defigns: but all 

was 
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«x thwarted by the addreſs of Ma- 
«crive, who in theſe faſtidious E- 
mergencies ſhewed in a more ex- 
traordinary manner the refinedn*(s 
of his Wit, | 
And becauſe the Caſtle of Yin- 
cennes in thete conjunftures was of 
no little importance, it was reinfor- 
ced with 100 Souldiers by the 
Count de Chavieny, Governour of 
the ſaid place, who was then 1n Pa- 
r#, andin good yntelligence with 
tae Prince of Conge, although (as 
the fame went) he held private cor- 
reſpondence with Cardinal Maza- 
r7;ne, and by his dexterous carri- 
age his Enemies were by little and 
little won over. - Divers other 
proviſions were likewiſe made for 
maintaining their common Intereſt : 
to waich end by reiterated Carri- 
ers, and by diſpatching away ſeve- 
ral Gentlemen, they ſollicited the, 
Spaniards in Flanders for their pro- 
miſed affiſrtance, and to enter into 
France 
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France with a powerful Army to 


drive away the ng 4 Forces from 


about Paris, who held. the Male. 
contents in continual jealoufie and 
fear, and filld the Kings Party 
with hopes - and confidence, But 


the Count .de Fuenſaldagna (a ſage 


Politician, and a Cavalier of a've- 
ry acute underſtanding) conſented 
not to give any larger help then 
what might ſuffice to uphold th:m 
in their pretenſions , thereby to 
keep afoot the civil diſturbances in 
France, and be able by ſach means 
to adyance the Intereſt of His Ca- 
tholick Majeſty in Flanders, Italy, 
and Catalogne, where it was more 
behoveful to imploy the Armies 
then in France, where (by the inſta- 
bility of that Nation) '& foreſaw 
that if the Princes by the aſſiſtance 
of Spain ſhould be made more pow- 
erful chen the Kings Party, His Ma- 
jeſty would upon eafier terms agree 
with the Parlement and the _ 
them- 
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| artaſelves's whoafterwaras: would 


' that ha help?d them; *He'conth-- 
nued nevertheleſs to feed them with 
- hopes, and now and then with ſome" 


ing to him to be reduc'd as yer to: 
ſuch ſtrairs to require ſo. great alu : 


and that they ſhoald:neglec- their 


ewn buſin=(s to artend onely that of" 
others, 


The :Princes an4 the Fromdeuys 


w-re. wt wanting to inſtigate 10/ 
| Bourdeanx the minds of thote 'who. 


were deſirous of novelties z where 


| many of the Citizens b-ing more; 


, 


| and more inclined-t9 Sedition: Am-! 
; bition an1 Avarice aJided more fuzb 


, | tothe fire, And here it will not 
; | happznamiſs to underſtand how a- 
> | movg tnoſe of the lame Party, by 


- | Means of Mazarinve, many diviſions 


- | 9id ariſe, while in all reaſon they 


is Aﬀection-as Intereſt. 
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- wit with-greater'zele againſt thoſe. 


returns of Money ; things fiot ſ{cem-- 


ji 
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ought to-have been united as well 
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Abfurdity begets another ; and he 
-that cannot {ubmir to a lawful Go- 


vernment, much le{s will he endure. 


an unlawful Uſurpation. The Fren- 
denys Of Bowrdeanx were divided in- 
to.two Factions, one was call'd the 
lictle, and the other the erat Frox- 
da, each compos'd of vari: us per- 
ſons as well of the Parlement as of 
the Citizens, Theſe CGivided the 
Province betwixt th:m, to Ivy 
Contributions: Thoſe of th- great 
Fronda had a firong pretixt to ac- 
.cuſc- them of the lfler, ſor caulers 
of all the ci orders. Fr: m thcle 
two Factions there ſprang another, 
call d the Ormicre, W! ich in a ſhort 
ſpace bring becc me more potent 
thin the others, (becauſe follow'd 
by the pcople)there happen'd divers 
| dangerous Seditions. The Princes 
endeavour'd to weaken the Ormiere 
by the Authority of the: /Parlement, 
but this occaſton'd greater _—_ 

. GETS 


It isa common Maxim, that'One 
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ders; and maJe-them. more inſ0- 
l:znt. -And the diſtempers. grew [9 
high , that there followed divers 

xrce Conflicts, -and greater would 
have happened without the pre» 
tence of the Prince of Corty, wie 
interpofing , his Authority many 
times quieced the fury of the pg0=- 
ple,and endeavoured to divert thoſe 
Innovations-which were plotted by 
lome of the moſt infolent and ſedi 
t0u5, 

In ſeveral Cities of Provezce 
there aroſe likewiie ſome diſorders, 
but having none of Reputation to 
head chem, nor ſufficient means ta 
ſupport themielves, they ſignified 
lictle, and by the vigilance of the 
Duke of AMercenr, who acted acs 
cording as the Cardinal his Uncle 
(who loved him extremely) advie 
{ed him ; with a few people; and 
With little ado, they were ſuppreſ- 
(ed,maintainiag that Province in its 
(ue obedience, 1 
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The Court in the interim did nor 
hay aſide the endeavours for adjuſt- 
ing with the Princes, and in parti- 
cular with Conde, upon whom they 
bottom'd their greateſt foundation, 
as of moſt repute in reipect of his 
Followers, and the eſteem he þad 
#ain'd by his valonr. Nor was it 
cifficult to bring him to an Agree- 
ment, he being very much incline, 
and very willing to it : but by the 
means of the Cardinal Je Retz and 
ethers, to whoſe Intereſt the Peace 
Cid not ſute, all the Negotiations 
were interrupted, the Cardinal of 
Retz prevailing ſtil] with the Duke 
of Orleans to oppoſe it ; and Cone 
reſolving not to abandon Orleans, 
having {o many times declar'd al- 
ways to ſtand by him, fo that a)l 
the propoſals were obſtructed. 
Carginal Mazarize trying all means 
| to render theſe Machinations un- 
uſeful,-the apteſt was found to be 
to makethe people of Parjs Jee rheir 
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own error, which if he could make 
them . comprehend ,. he thought it. 
nor difficule to disjoyn- them from 
the reſt ;- for when the ſupport of 
Paris ſhould bs taken from them, all 
their fabrick would moulder away 
ani be ruined. Upon theſe conf1- 
derations the Court departed from 
Melun towards the end of May, and 
came t9 $. Dexs,a League or two 
Ciftant from Pars, . to countenance 
the Managements undertaken by 
the Kings Party in-that- City, to- 
wards whici place,by the Cardinal; 
counſel His Majeſty usd as gre: 
clemency'as if it had been Loyal, 
that they might (ce it was far from 
the Kings mind to block them rp, 
as the Princes divulg'd abroal. H- 
cauſed moreover the comm:rce ry 
be kept free and order'd, {0 much 
asthe Bread to bz convoy'd by his 
own Guards, which in great. abun- 
dance is brought thither twice a 

week, Ti: Kings: Army led by 
Th 
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Turenne tollow'd the Court,and be. 
ing reinforc'd with 3000 men of the 
Mareſchal de la Ferte Seneterre,who 
rogether with Tureane was left to 
command the Army ; they in- 
camped near S., Deprs, on the leſt 
hand upon the River towards Parr, 
which was in this manner every 
where beyond the Sexe on the Weſt 
ſide inviron'd by the Kings Forces, 
who art their pleaſure could ſhut up 
the Paſſes on the River, and reduce 
the City to greater ſtraits for provi- 
ftons then it was, though they paid 
at that time an exceſſive price for 
bread and every thing elſe, nor only 
in Paris, bnt in S, Dexs and the 
Camp it ſelf, 

This Expedient was thought by 
Mazarine to be the beſt, foreſecing 
that the people not being able to 
endure the {cantneſs of Victuals, 
nor the Citizens to ſee their Trade 
\nterrupted, by which they have 
their ſudliſtence, and laſtly wor 
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ed out by . the deſolations which 
they daily felt. in- their Territories 
round about, equally ill-treated by 
Friends -ani4 Foes, they would re- 
ſolve to d-liver themſelves from 
ſuch tedious miſchiefs z but not- 
withſtanJing they ſuffered {o many . 
/ miſeries ard 'incommodities, yet the 

: obſtinacy of the people was {uCch, 

: by reaſon of the credit of'the Prin- 

, ces and the Frondeurs, that _— 
: 
d 


themſelves with hopes to hear (ud- 
denly of the ruine of all the Maza-. 
rines, (for (o they call'd thoſe of 
r | the Kings Party) they did not mind 
y their own deſtrution, and this ſer- 
e | ved fo renler their grievous ſuffer- 


. - . 
195 tollerable,, which they experi- 


y | mcnted very, conftderably, as 

o | well for the continual dammages 

o | to which they were daily ex- 

4 pos'd, as for the interruption of 

e | their reſt, being obliged to keepin. | 
e that vaſt City 10000 upon the | 
;- | Guards day and night : the Kings | 
4 L.4 Party 
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Party then not being able to reduce 
into a ſtreight path. that. people 
back'd by the Army, and encoura- 
ged with hopes given them by the 
Princes... They endcavour'd to de- 
ſtroy as ſoon as might be their 
Trocps, tne attempt: not fecming 
difficult, their Camp being neither 
tortified. nor advantaged by the Si- 
tuation, and inferiour by more then 
the half to thaz of the Kings. The 
Cardinal provided what was nece[- 
fary for the .execution of this En- 
terpriſe before the Spaniards ſhould 
appear with their promis'd Supplies, 
and which were continually follicit- 
ed for by the Princes, The 2'9th- 
of Tyne then the Mareſchal de T»- 
repue drew near to the River to 
make a Briige of Boats bencath 
Eſpinar, and there paſſing the Sepc 
to aſſault the Camp at S. Cloud, 
which having allarm'd the Army 
of the Princes,the Count of Tavai- 
nes {ent 15QFoot,and as mm 

| al. 
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and hewith the reſt of the Troops 
followed thither, : In the lame time 
alvertizing the Prince of Conde, at 
Parts,” who ſuddenly iſſuing forth 
put himſelf at the head of them, and 
hindered the Royalliſts from fra- 
ming the;Bridge, ..as:likewile their 
Paſlage down lower .at Poiſſy ; bu 
ſuſpeCting that Twrenne ſhould paſs 
at : Eſpinay, and come upon their 
backs,he reſolved toraiſe the Camp 
from Si. Cloxd, and paſs over to 
Charenton, as a more ſafe Poſt, ha- 
ving the Marye 09 their backs, and 
flank'd by the Sexe. In purſuance 
of this,riſing from S. Cloud the firſt 
of Fuly, two hours before Sun-ſcr, 
ne paſs | the Sene over the Stone- 
bridge, an1 anther of Boats, and 
march'd thorough the Woo! of By- 
lozze and Chabot direttly to Paris. 
But finding that 'Ocder had been 
eiven ty the Captains that were in 
Guard with their City-companies 
at the Gate of theCorference,and alk 
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the other Gares,to permit no Sou{dj. 
ers to paſs whatſoever, he cauſed 
his Army | to advance along the 
Town-ditch towards the Gate of 
Richlieu, continuing his March to. 
Wards Charenton. © 
About: an hour after Mid-night 
Cardinal Mazarzine had advice of it 
by one of his Confidents hid in P.- 
7/5, who male his Servant paſs over 
the Wall to give notice to Tyrenze, 


Who without loſing time mounted 


his Cavalry with ſuch diligence, 


os 
that at 5 a clock the morning fol- 


lowing he encounter'd the Rere of 
ine Prince at the entrance of the 
Suburbs of St. Denis ſtreet. The 
Count de Novailles charg'd them (0 
briskly, that the Regiment' of Con?y 
was greatly endamag'd, and another 
Squatron which was drawn up in 
Battalia with him nzar the Gate of 
ti: Temple, was no leſs ill-handled, 
| The Prince entering into Pars WENT 

£9 coulet with the Duke of dre, 

ai 


—_—_— 
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and iſſued our afreſh at. S.: Martins 
Gate, flying like Lightening. from 
the Van to the Rere of his Army, 
which was marching to the defign- 
ed Poſt. 'All che Royal Camp and 
Conrt was gt on Horſe- back, be- 
ing confilent that day. to. -conquer 
and pur an end to the War, not on- 
lv for the ſuperiority in Number, 
but alſo for-the length of the Way 
which the Prince was farc'd to - 
take in regard of the Baggage. The 
Cardinal upon this confidence lea- - 
ving fit Orders with Tarenne,' cOn- - 
ducted the King to the hi!l of $a- 
ro#32 tat he might be SpeRtator of | 
{o famous an ation, in'which the 
diſcourſe! t5 have'ithe Prince dea 
or 2 priſoner, . his Army deſtroyed, | 
an. tne War ended. .+ Mazarime 
lent to his party in Parzs to be of. 
200d courage, and roiuſe all their 
induſtry to binder that. the Gares : 
might not b2 openedrto the Enemies: 
Troops, nos to the ſyccour that 
D5V! T2 Oo Toe Os 


232 , - Ths Hiſkozy of 
-might b2- ſent them from the 
City. 

-Fhe Kings Army being arrived 
at Yilletic, half a League from P«- 
715, and-having notice tnat the For. 
ces of the Princes. were aireaiy pak 
thoſe places;in, which if they could 
have (xr upon 'them- they would 
without doubt haye beon-deicated, 
Turenne taking tothe left hand paſ- 
fed.rhe bills of $4r0xze; and came 
to the Plain vw een the Suburbs 
of. F, Ant50py ani Charertor, putting 
his men 11 order, WW nile he other 
part of the Army remained on tie 
ri2ht hand with the Mareicl al de , 
Fertt Seneterre ; and although the 
Prince.-beins in the Suburbs, an 
unacr the Walls of P, oe: Trad the ad - 
vantage of che Poſt ; neverthele!s 
the Kings Generals know) ing that 
they could not in the end be able 
to defend th:mſelves : againſt their 
Artaque, and bing aſſured by thz 
Court that they would not be re- 

To. ceived 
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ceived into Paris, baving been de- 
nied the Evening before, they reſol- 
ved to advance boldly, and-fall up- 
on ſome Squadrons that were enter- 
ed into the Suburbs ir. ſelf, which 
they did, and purſued tnem into the 
'ery.houles. ,, Here the Prince, who 
with, an unmatchable yalour | bore 
21 th? brunt of this hot Conflict, 
though he dzclard aloud that the 
danger was great , and. inevitable, 


uſing his Wit where Force fail'd, 
galloping from Squadron to Squa- 
dron, put his men. into. very good 
order. The Royalliſts prel&d on 
with marvellous courage and fury, 
aliaalting vigorouſly the Enemies 
Poſts in two ſeveral places, where 
they were courageoully- reſiſted and 
beat back for ſome while. But the 
Regiments of Languedoc, Yalox,and 
Laxgcron, not. being able to rcfiſt 
any- longer, . and retreating With 
{ome loſs as far as the Market-place 
of the Suburbs, the Prince himielf 
came 
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came ſpeedily to their affiſtance at 


the heal of his Regiment of Horſe 
and that of Anguien ; and here th: 
Fight was renewed afreſh ſo hotly, 


that the Prince gave high proofs of 


his skill in the art 'of War, and of 
his * undaunted Courage, never 
ſhewing greater boldneſs, nor more 
hazardivg his Life, then in this pe- 
rillous Rencounter, engaging him - 
felf as a common Sonldier amongſt 
che Enemies Ranks, killing many 
with his own hands, and r<p2!ling 
others ; ſo that to his eternal. glory 
thoſe Regiments aſlumed new cou- 
rage, and regained their Poſts, from 
whence they had been chaſed. 

*- But in the other Poſts command- 
ed by the Count de Tavannes they 
had Not the like fortune ;' for the 
Marquelſs 42 St. Magrin, a Cavalier 
of, great courage,with divers noble 
Volunticrs, the Light Horſe, and 
Cniraſſiers of the Kings Guards, (u- 
ſtained by a Battalion of _—_— 

fe 
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felt 'on with ſuch fury , - that: che 

Prinices Troops were much ſhatter- 

ed,/and near being torally routed, if 

by the death of ' Sr. Marrin the heat 
4 ofthar Onſet (which by his bold- 
neſs was fomented with an extra- 
vagant, aotto fay bizzarre temerity) 
lad nor been abated 4. for he being 
in the Skirmiſh morcally hurt and 
unhorsd, was miſerably flaughrer'd 
by ſome- Freebooters', wlid were 
mingled athongſt'them : ſo that rhe 
Kings Troops 1fi this part alſo/were 
beaten and r:pulſed by thoſe of the 
Princes, though with the expence 
of much blond, for here happ-ned 
their greateſt loſs many of the 
princips! Gentlemen of the Army 
being {laiti or wounded. 

In the mean while che Royalliſts 
had poſſefſed themſelves of the 
reet Rambovillet,with ſome Houſes 
and Barricadoes , notwichſtanding 

 obitinare' defence of the*Afſail- 
d, to whoſe ſuccour a Regiment of 
Ger- 
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Germans advancins,, they fail'd not 
to perform their - parts - manfully, 


"The Prince kept the ſtreet;from the 


Gate of Parss to a large place upon 
the ſame ſtreet environ'd. abour, 
with Houſes - and Garden-walls ,. 
here the Royalliſts had made. holes 
in the Houſes and Walls, and from 
thence they gall'd with ſhot the 
Princes people. The Dukes of 
Nemoirs and Beaufort joyn'd both at 
the- ſame inſtant' with, the Prince 
and although betwixt theſe two 
Brother-in-Laws there was,no good 
intelligence, they agreed very we!! 
in this Emergency, and were caule 


that the reſolution was taken to at- - 


tempt the recovery of” the loſt Bar- 


-ricado, The Prince, though h2 


ſuddenly foreſaw the ill {uccels, it 
being difficult with people weary 
and worſted to yanquilh-thoſe wo 


were under ſhelter and freſh; yct 
for all this his:Generous Heart never 


reſuſing, the moſt - dangerous and 
| £84 diflt- 
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difficult bickering, he ſubmitted to 
this reaſon, that though-the attempt 
ſucceeded not LI to their in- 
tent, he ſhould by ſuch a bold and 
extraordinary. an aGtion give his 
Enemies cauſe to look abour: them, 
and lengthen the Diſpute, which 
would be the onely. remedy for his 
laketys 

They were thereupon attaqued 


by theſe two Dukes, together with 


the Duke de Rochefoncant, and the 
Prince of Marſilac,tollowed by a Bo- 
dy of Muſquertiers, who refuſing to 
advance further, they diſmounted 
from their Horſes, run on without 
tear of death; with ſo much cou- 
rage, not to Tay raſhneſs, that the 
Royalliſts being ſurpriſed and ama- 
zed, they 'abandon'd "the Barrica- 
does, and thoſe four' Princes alone 
recovered them with © admirable 
Gallantry, and would have main- 
tained them if. the Enemies (frank'd 
0n; both ſides: the pores 20 

: chun- 


238.. The 


bs» ni 6 4 IR" hn tat 


Diffory of” 
thundering in continually VYolleys 
of (hot againſt: the Aſlailants) had 
not;made them fee it impoſſible to 
make a. ſtay in that open place, | 
where 'the Duke of Nemonrs recei- 
ved 13 Mauſquet ſhot in his Cajrace, | 
and two in his right hand. 

The Duke de /a Rochefoxc aut was | 
wounded in the face betwixt his 
Eyes, and the Duke of Beaufort and 
the Prince of Mar/illac being oblig'd 
to help the wounded, were neceſii- 
tated to abandon the Poſt ; which 
being obſerved by the Royalliſts, 
they iſſued out of the houſes in all 
haſte to take them priſoners, which 
they had done if the Prince of Cox- 
ac with his wonted courage ha1 not 
preſied forward thorough the cloud 
of {\moke and fire, with ſome few 
Gentlemen that followed him, gi- 
ving .-by this means time and op- 
portunity to the wounded Prin- 
ces to retire. Many were {lain 
and hurt on the Princes fide 48 on 
dy it-- 


Skirmiſh,” and the reſt would have 
very hardly eſcaped, "if with the 
ſame care as the Royalliſts attaqued 


| this ſide, they had aſfailed that part 


behind the Suburbs, putting them- 


{ (elves betwixt it and the City gate, 
| which was not done, it being not 
{ thought ficto put theruſelves under 
| the mrercy of che ſhot from the 


Ramparts of ' Pars, full of armed 
Inhabitants, doubting leſt the 
might have been perſuaded to dif. 
charge upon them, or as it was 
whiſper'd ( though upon what 
grounds' is not known) that: ſome 


perſons did not deſire the loſs of the 


Prince with ſo many brave French 
Gentlemen, againſt whom the VI- 
ctory could not be but -damageable, 
it being probable that they finally 
perceiving their own errour, would 
return to their duty, and ſerve His 
Majefty with as much Fidelity, as- 
now they expreſs'd Aﬀection for the 
Party that oppos'd Mazariute. AY 
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In the ſame time that without the 


Walls they were fighting with their 
weapons, the conteſt-was no leſs in 
words within amongſt the Citi 


zens 'z ſome pretended that they 


ſhould not onely iflae out to help 
the Princes, but that opening th: 


Gates they thould e1Ve them a fa- | 
 vourable reception, Others. inſift- 


ed, that letting the Prince be de- 
ſtroyed (the occafion of all their 


misfortunes ) thereby they ſhould 


put an end to thole miſeries, and 
ſettle the City. in its former trau- 
quillity,' and be freed; from thoſe 
ſad accidents 'wont -. to accom- 
pany the confuſion of War. Fi- 
nally, upon theſe differences that 
concluded nothing in favour of the 
Princes, Madameiſelle d'Orleans came 
into the ſtreets, went to the Town- 


houſe, told the Citizens, that with- 


out loſs of tim? the Tnhabitaars 
ought to £0 out to afliſt thePrinces, 


allowing the Baggage and Troo 
(01.8 
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of theit friends to'enter rhe - City, 
which ſhe urged with ſuch efficacy,” 
that adding hereunto the” lamenc- 
able and horrid ſpeacltof'ſo many 
Noblemen of high - condition gafp- 
ing, wounded, and beſmeard” with 
bloud, they concluded to open their 


| Gates/and receive them z and many 
| crying in the ſtreets they ought t9 


help the Prince, who with {9 much 
valour put his own Life, and the 
Lives of ſo many good : Frexchmen, 
ifevident and almoſt inevitable pe- 
ril for the publick cauſe ; there 
iſlued out about 30o Inhabitants, 
who.were placed 'by the Prince to 
evard certain Poſts. | One part of 
the Baggage: enter'd by the Gate of 
the Temple, and the cther by that of 
S. Anthony, The Prince gave the 
Orders for the favouring: and ſecus 
ring their retreat,.and-ſent | to Aorr 
Jeur de. Lowviere', Commander at 
that.time of the Baſtile in lieu of his 
iatzer the. Counſellor pruſſe!, to 
Y EEE cauſe 
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cauſe the, great Guns -to be difchar- 
gcd upon the/Kings Troops, which 
pcing delay'd as a thing unbelecm- 
ing a Subject, Manamoiſelle came in- 
to the Baſfzle, ana 'mointing. briskyy 
upon the, Wally, with an Amazonian 
courage as it ſhe her ſclf had par- 
ticipated of the glory and danger, 
commanded that in her preſence the 


gainſt the Kings Army, witich was 
done accordingly. | tic reupon Or- 
cer being giv-n for the Retreart,the 
Horſe, Foot,. and Canon marcl'd 
forthwith. It was thought ar the 
firſt diſcharge of the Baſtile, that it 
was againſt'the Princes Trocps 1 
the Par,fiens, having affured the 
Kings Miniſters that they would not 
receive the Princes People , bur at- 
terward perceiving that they {hot 
againſt che Royallifts,' and that the 
Inhabitants failing of their promiſe, 
the Baggage was already ſafe, and 
the Troops. begaa to enter into the 


Gity, 


Artillery ſhould be diſcharged a-} 
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City , *thoſe of the © Kings Party 
were greatly aſtoniſhed forthe loft 
m-}| hopes of their aſſured "Victory. 
in- The Kings Generals were no leſs 
k1y & troubled, as well for ſome reproofs 
'anÞ of their ſlowneſs and negligence; 
ar- i as to ſee themſelves at 'the very 
cr, | point of their Victory defrauded of 
he Þ their Expectations, (0 that {they re- 
a- Þ treated again to S, Dex#. The 
as | Cardinal being very ſad for the ll 
r- | ſucceſs of the Enterpriſe, and for 
fe | the morcal Wound his Nephew 
'd Þ Mancini receiv'd, of which he died 
be in few days, in which time the 
tc} King with a demonſtration of fin- 
5 4 | gular aftcRion viſited him often, as 
he Þ allo the afflicted Lady of S. Ma- 
grin. 

The Forces of the Princes en- 
camp'd themſelves in the Fields of 
Tory, without the Suburbs of Sr. 
Aarcean,and in two cays time ſackt 
all the Villages and Houſes for three 
Lcaguesabout, Madamoiſelein this 
| OC» 
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occaſion did another mad prank, 
 Which' was ſecotded by all Paris; 
She ſtuck a handful of ſtraw up. 
on her bead, and paſſing thorow the 
ſtreets, cried, thar was the ſign 
which they. that were not Mazy- 
rines; ought, to wear; In a mv- 
met, | not only all the Inhabitants, 
bur the ſtrangers of every Nation, 
and of all forts, even to the Religi- 
ous Men and Minifters of forreign 
Princes were (zen to follow this ta- 
ſion, to {<cure themſely cs from the 
violence and infolence the people 
uſed towards thoſe . that had nor 
this diſtinftion ab2ut them, 

But this was a for2-runuing Pre- 
ſage of unhappy events to follow; 
for ſtraw-fire being the weakeſt, 
and the eaſteft-to be ex:inguiſht por- 
tended that that Party ſhould 1ud- 
denly be diſfolved, like ſtraw: fire 
into ſmoke. | 

In this manner ended the memo- 
rable Fight in the Suburbs of t. 

—_— 
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Hnthony, the ſecond of Fuly 1652, 
3nwhich the quality of the 4lain 
and wounded was more'confider- 


able then the number. The Prince 


of Conde not at all valuing his own 
life, running now to one place, 
now to another, where-the- fighe 
was moſt bloody, and his men in 
greateſt danger, he perform'd tht 


| Office not only of a General, bur 


of a Common Sonldier, and often- 
times was at the Graves Mouth, 
His Horſes was flayn under him, he 
received {everal ſhot on his Ar- 
mour, his Cloaths pierc'd through 
in many places, his Feather an1 
Hair burnt ; and yet.t5 the admi- 
ration of all he” remain'd unhurr; 
The Marelchal de Turenne behaved 
himſelf with no leſs: valour, who 
prefiing on with great celerity on 
every {1de, gave worthy proofs of 
his experience and skill, and he was 
heard toſay, that he had received 
order to 20 and fight the *Piinc20f 
| dM: Co::12; 
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Conde, Fut whereſoever he charg'd 
the Enemy, he always found the 
Prince at the Head of them. All 
the other Generals aud Captains 
behaved themſelves bravely. And 
for their extraordinary boldneſs, and 
famous and courageous deeds of 


both Parties , this Was accounted | 


amoneſt the nobleſt and worthicſt 


Exptvirs that ever happencd in any} 


Age. 


ThaPriore of Conde being grown} 


more coufident upen the increaſed 
reputation of his Arms, he tiied 
ro make them declare openly wn ta- 
vour of his Party, ſecing he want- 
ed mon:y and other nec], ary afliſt- 

ance 19 maintain the W Ir. --- 
becaulſc rill that time his prefling 
inftances made to the Citizens had 
rak+en little effect, who by A 124 
rines means were Caily more and 
more gain'd r9 the Kings party, he 
though it (as it was famed vs. 


and the ZParificns themſclyes (car's) 
y 
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ds conſtrain them by force to Go 
he | whar he defired. 

1 A General Aﬀembly of the Ci- 
ns Þ tizens being to be held in the Town- 
nd | Houſe at the Greve,the 4th.of Fly, 
al Þ in the ſameyear 165.2; It was reſpl- 
of | ved by the ' Princes to make the 
«a | common people fall upon that A(+ 
(UF ſembly, and by putting them in 
ny} fear bring them to their will, 

| Allthe Officers of the Commu. 
a} nalty being come together, which 
might be about 400 of the chief of 
the City, the Duke of orleans 
ſent th? Mareſchal of Z/ampes to 
the Mareſchal de / Hoſpital, who 
preſided in the Aſſembly as Gover- 
nour of Paris, to aſſure. him, that 
that morning there ſhould happen 
| no diſorder; and that he defired,that + 
laying aſide. publick affairs, they 
would conſult how to putrhe Par- 
lemenc in ſafety, and give: tim* to 
their Depaties, which wer* gon= . 
to Court, promiting to be himſelf 
2 Wit” in 
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within two houres at the Aſſem. 
blie. 

The Mareſchal baGwer d, that it 
was fit that his Royal Higlineſ 
ſhould have all ſatisfaction, The 
Aﬀembi'y met, the Duke came 
thither 4 half an houre paſt four 
in the afternoon, at which time the | 
Grezve was full of armed ſeditious | 
people, with ſtraw upon their heads; | 
an ecyident token of (cme extrava-Þ 
gant diſorder, and a Prelude to thef . 
tuneſt Tragedy that followed, | 

The Duke being entred into the} ; 
Hall; the Mancha! reſigned his} « 
Chair to him, placing himſelf up-J « 
.on the Prevoſt of the Merchands| 

ench.' It is not amiſs to obſerve} 1 
that the Mareſchal having received 
the Duke at the foor of the ſtairs, D 

1 
t 


ſeeing him adorned wich his. bunct 

.of ſtraw, told him boldly; Wha 
Jour Royal Highneſs then enters wil 
the mark of (edition into tbe "Kingy t 


' Houſe. The Dukereplicd, he ha 
indeed 
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zndeed received that ſtraw, but did 
uot approve of it , they went up 
the ſtairs, and Orleans taking his 
place, thank'd the City for granting 
a paſtage to his Troops, asking 
them if_ ina like occurrence they 
would do it again. The Prince 
appzar'd there alſo, and ſpake ty 
th? ſame purpoſe. The Mareſchals 
Anſwer was, that they ſhould al- 
wayshave the ſame inclination t9 
tacir ſervice; and when they picas 


| to withdraw, thzy would cak? it 
into their con{tJeration in -whic 1 


Speech th Prevoſt of Mercha ids 
concurr'd, In the mean time. a 
Trumpzr arrived with a Letten 
with a Szal, in which the King or- 
dered, that the Aflembly ſhould be 
pur oft till the 8th.. of the:ſame 
moneth, The Mareſchal cauſed ic 


tO be read, and then asked the Prin- 
ces and the reſt of the Afſembly, if 
they were in the mind to- obey 
Kings Orders. 


the 
The Princes withs 
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out anſwering any thing retired; 
judging their Party not ſtrong e. 
nough to make them determin? on 
the Union which they defired, and 
coming our of the Parquet ((o is the | 
Tribunal, or place rail'd in, where | 
the Lords fit, called) to accompany | 
the Duke and the Prince, the Ma- | 
reſchal was preſented by an imper- | 
tinent fellow with a poſte of ſtraw; | 
with which fawcinets being muci | 
incensd,turning kimtelf briskly cold I 
bim,that if it were nct for thercſ{pz& | 
he bore to his Royal Highneſs, he | 
would cauſe him preſently to be 
thrown out. at the window, and | 
hang'd upon a Gibbert:. | 
The Princes going out ſaid, that | 
place was full of Afazarines, who | 
had a mind to. prolong and gain F 
time,. which occaſion'd {o great 4 | 
commotion, that the Souldiers of 
the Princes and the ſeditious peo- 
ple fell to. diſcharge againſt che: 
Windows and doors.. 
£4 Some 


«- 
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Somie Officers of the Princes to 
ive countenance to this buſineſs, 
Fad appointed ſeveral Muſquettiers 
with their Leaders, who having at=-- 
tempted ifi *vain to raiſe a tumult 
in ſome other parts of the City, 
came at laſt to this place, ming-. 
ling themſelves: with the people. 
Qae of the people that ſtood up- 
onthe ſteps of the Croſs, in he 
midſt of the place, happened in this 
time to be kill'd by a ſhot, whether: 
by chance or- 0n purpoſe, which. 
much more increasd their rage and: 
fury, every one beginning to cry 
the Maz4rines had matle that ſhor,. 
and therefore they ought to kill 
them all, menacing thoſe that were 
within the  Town-houſez and in- 
this hurly-burly many were heard 
tocry; Union, Union, 41d away with 
the Mazarines x and all running with 
the ſtraw in their Hats; like fo ma- 
ny poſleſs'd with Puries, they began : 
to commit the accuſtomed infolen< 
M 4 C1CS, 
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cies, that the indiſcretion and he: 
ſtiality of the rabble are wont to 
inſpire. The City-Companies tha 
ouarded the Town-houſe fled pre- 
{ently away, Which, emboldning 
the ſeditious more and morethey ran 
to ferch wood from the next boats, 
and ſet fire to the great Gate, n- 
deavouring to get in, to commit all 
the inſolencies that blind paſſion 
could prompt them to, In this dan- 
ger the . Mareſchal and divers 0- 
chers- undauntedly reſolved, rather 
ro perith gloriouſly, then to ſub- 
mit and fave their lives weakly 
and diſhonorably ; wherefore they 
prepared for a. generous defence. 
The Mareſchal ordered them to 


make a Barricade of great Pieces | 
of Timber above ſtairs at the en- | 


trance of the great Hall that looks 
into the Court, which was defend- 


4d. and maintain'd brayely by the 


Mareichals Guards, He gave Or- 


UA r likewiſe to ſpare their power 
"40 


Þ 
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rill night, and , in the. mean time 
they ſhould defend themſelves with - 


to | 
ar || the ſtones of: the pavement 3 but 
«. | atthe ſame inſtant, the great Gate 
\- | being burnt and fallen down,.. the | 


© | ſeditious aſſaulted. the Barricade. . 


7 4 
—————— CT ———— —  ———— 
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* | where Blancart Commiſlary. of the 
1. | Princes Army received.- a' mor- 
11 | tal wounJ,. of which, he died, a: 
\n | little after, with bim ſome other 
._ | Souldiers of the Princes were allo - 
,. | flain.. While this paſyd,the Prince : 
91 of Conde was at the. Palace of ,0r-- 


o notice that the 


\. | Jeans, where having 


y | Buſineſs went contrary to bis inten 
y | con, which was to - put them. 41 
» | Far, bur not-to carry it-on-to £x- 
2 | tremity, , he .intended -to tranſport : 


« | himſelf -preſently . upon the -place, , 
. | 2nd making them by his-Preſence - 
« | £0 ceaſe the. aſſault, oblige.thole - 
1. | within .to acknowledge their lives : 
«| and ſafety from him : + But: rhe - 
r- | Duke, to whom it ſec med not per-- 
or | haps convenient. that £2e.' Prince * 


Ms,  jhaudi 
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ſhould hazard his perſon amoneſt 
that ma rabble, or ' whether he 
thought it not expedient he ſhould 
eainthe good-will of the Citizens, | 
by that generous ation, and him- | 
ſelf ro bear all the hatred, derain'd | 
him by forcezand in no wife would | 
not permit him to go out of. his | 
houſe, ſo. that to his great Ciſcon- 
tent he was conſtrain'd to remain | 


QUIET. q 
Many-in this while ſeeing the | 
imminent danger, and excited by | 


fear, deſiring to ger out of the Pa- | 
Jace, atcempted to make their way 
thorow the thickeſt of the people 
leveral of themwere kill'd,but ſome 
had the good fortune to ſave them- 
ſelves without hurt. The Duke of 
Beaufort, and the Marqueſs de a 
Bollay,. who were in a houſe near 
by, iſluing out, call'd aloud to ſome 
ct the Aſſembly by their names, 
iaying, he came to bring Peace, and 
frce them from. the danger they 

ers 
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were-in. The Mareſchal believing 
this tobe. only a trick 'to' get out 
thoſe of the PrincesParty,and leave 
the reſt to the Ui'cretion of the peo- 
ples fury, ſefttoask him if there 


wasfafety 3 and with conftant atid 
ſtout mind; deelar'd tharthey would 


all have ctieir lives,' or all periſh 
together. The Aflault laſted from . 
fivea” Clock-in the Evening - till 
rzry at inighe 5: at. which time the 
Mareſchal going to -the Barricade, , 
found it abandon'd,” and his'Guards 
retired, upon the falſe report ſpread 
that he had made his eſcape... The-: 
pzople thereupon entred, . ſack'd e- 
very thing, and ſtript all they mer, , 
who were glad to part with their - 
cloaths' to (ave thiir © lives,-.. The - 
Mareichal not knowing | how-to: 
get our, . without bring diſcover'd, 

took'the opportunity to put himſelf” 
among the p2opie,. and ſo paſſed: 
into the next Chamber, He | ha#* 
given the Orgr of che Holy Ghoſt: 
$@ 9 
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to: one of his Pages to keep,. ang 
chang'd Hats,with him, and having. 
on 4 Coat of. a:dark, colour, ſtood 
in.the 'midſt of. them, that blaſ- 
pheming ,and raging-with madneſs 
{ought.him- every.. where ;; and; by 
the Addreſs of a-friend- of his that; 
call'd.him by, another name -he got: 
{ate ont; 4; 
At.laſt Madamviſelle being mo- 
ved to-pity for ſo great. a Maſſacre, 
with-her wonted genefoſity (though | 
ie was "three, houres within night), | 
went to-the Town- houle, and tobk: | 
along with her the Dake of. Beas- 


fort,. where ſhe quieted the tu-. 


mult, and Cauſed thoſe. of the A(- 
ſembly to pais out, ſafe and. un-. | 
hurt, to. her _ great commenda-- 
LON. . | 
The: Confufions' and Cruttces 
commitred in. this Action ſerved. 


only to pat the. Prince of Conde 11. 


the ill opinzon. of the Pariſiens,. 
whencs as the ſecond Of 
the 


Cardingl MAZARINE. 257. 
the day; of Triumph and heighc 
of, his glory, in. that City,; ſo the. 
fourth following was the impulſive 
cauſe of his fall 5 - being: the Pa- 
rifens could never be-got to cantri-- 
bute any money; nor to come to an 
op2n rapture with the, Court,, com=-. 
plainins-generally' of the Princes, 


who tO abate the ill eſteem n and ta 


diſguiſe as much as they could. the. 
part -- they! had ' (which was . very 
conſiderable)- in ' this deliberation, 
they imprifoned two <Complices of: 
the (edition, who were alſo execu- 
ted. : TRIS; 1 | | 
The 6th. of' the ſame month the- 
Afﬀlembly was called again -to the 
Town-houſe,. but few went: s and 
for all the entreaties the ' Duke of 
Orleaxs made, ſending thither even. 
his. ownSwifſe Guards,none appears - 
ed,pþut ſome- few.dependents of the 
Princes, fk re Lan gt ; 
The Prevoſt of Merchands ſent to- ; 
declare, that he ſhould come' no 
more: 
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more to the Conncils- nor” publick: 
Aſl:mblics, till the Kings Autho. | 
rity was re-eſtabliſhed ; wherefore | 
Orleans {ubſtituted the Counſellor |} 
Bruſſel in thac Charge, making | 
him take his Oath in forme: | and || 
the Mareſchal a& Þ Hoſpital, being | 
no more to-exerciſe his Command 
of Governour of Pars, that dignity 
was conferr'd on the Duke of Beas- 
fort, "and this was the firſt effect of 
the foregoing violence, ' and: the Þ 
fixſt ſtep the Princes mounted to | 
arrive at their intents, 

The Parlement being afterward. 
convened, and although none of the 
Preftdenfits of the Morter appeared 
there, they did! not-ceaſe ito. give 
Counſel ; the Deanof the Parlia- 
ment preſiding by way of 'Supple- 
ment. The Dnke of or/eans pro- 
pounded four things, which he 
ſaid was Convenient ſhould ſpeedily 
be taken care of. | 

The firſt to take order about the- 
| PS Pro« - 
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Proviſions z and particularly, about 
bread, which was rilen t0-an exors 
bizant price The ſecond, the 
fafery of the City and Parlement, 
ſhewing great diſpleaſure for the 
accident hapned at theTown-houſe, 
The third; 'to finde means to retain 
thoſe that-lefe-the City, (amongſt. 
which were feveral Officers of I 
Parlement) in contempt of the De- 
cree, which prohibited chem to de- 
part from their Companions z. and 
the fourth, | that it being a great 
while, that the Deputies were 
kept at Court, without being able 
to obtain an Anſwer, they ought to 
reſolve what was to be done upon- 
theſe Points : - It was reſolved,thart 
the Decrees of the fourth of the 
ſame month, an1 others heretzfn1@ 
made, concerning the ordering the 
Proviſions, ſhould -be punctually 
obſerved. That the Officers ſhould 
be prohibited to depart from Paris, 
and the Counſtllors invited to 
EE = come 
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come and afiit in their ſever] 
Charges. Meſſiewrs de Leſne and 
de Gilbert, Members of the Parle- 


ment, had order to forme a Proceſs, | 


againſt the Riot committed by the 
People at the Town-houſe three 
days before z That no-publick nor 
private meetings ſhould be held up- 
on pain. of. death, And becaule 
the diſorders of the Princes Souldi- 
ers were inſuppertable, who ſack'd 
all the neighboring Territory, and, 
rifled all that paſsd, thoſe High- 
ways, it. was likewiſe ordered to 
proſecute, not only, thoſe who cur. 
or fold the corne in the fields, but. 
thoſe alſo that bought it, . or help'd 


- . -, 
te"convey it away. Beſides thele 


"_y Fu COMPy IT, of & "a3 el EE 


Decrees there followed likewile 


an Eccleſiaſtical Monitory againlt 
the Authors and Complices of f- 
ring the Town-houſe, ; and nothing. 
was forgot to ſoften the Pariſiens, 
who were generally offended, there 
being fexs Citizens, that in the ny 

if 
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diſorder were not concern'd either 
by alliance or friendſhip. 


The Prince ſeeing the {mall 


| hopes of ſubfiſting only with his 


own forces, and that there was need 
of ſpeedy help, he diſparch'd in all 
hafte a Courier to the Baron dz 3at- 
teville at S. Sebaſtian, with advice 
of what had hapned, and of the 
uroent neceſſity of affiſtance, with- 
out which he conld not long ſub- ' 
fiſt. Barteville ſending ihe Letters 
into. Sp4in, they arrived ſo oppor-. 
tunely, and that. it was eaſe for. 
the Spanzards to ſupply him with a - 


| ſum of ready money to finiſh thoſe' 


enterprizes, Which without ready 


coyn, they could not bring to pals. 


This was the Arrival of the Plate 


| Fleet from the Inaijes the 3, of Fuly 


n this ſame year, which delivered 
Spain from a miſchief, which with- 
out money could not have been a-- 
yYoided, 

Conde.(ent alſo into Flanders,: to 
repre” 


R—_—_— — — — 
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repreſent to the, Miniſters of Sparn | 
the ſtate of his Aﬀeairs: And they | 


perceiving the Princes party, after | 


the retreat of the Duke of | Lorraiy, 
fot a little weakned, and in dan- 
ger to be ſuppreſ9d or forc'd to 
yield to anAgreement, which would 
prove very prejudicial to. their in- 
tereſt 5; they fill'd the Prince with 
great hopes and large Promiles, re« 
{olving to ſtrengthen kis Faction 
With a recrsitof fix thouſand men, 
under the Command of Prince U!- 


deric of Wirtemberg, General of the | 


German Horſe in\#lasdtrs;to which 


pReey the Connt de 'Fuenſaldagud. 


ntring into the Fields, and taking 
the common Rode betwixt the Ri- 
vers of Somme and Oyſe, came un- 
der Chauny, Where the Duke of El- 
bzuf, Governour .of 'Picardy ' was 
with many people gathered together 
out of the Neighbouring Countrey, 
to hinder the Spaniards from advai- 
ging farther into Frarce,but having 


no 
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in | mo Proviſions, nor the place de” 
'y | fenceable, they yielded upon con” 
er | ditions, that he and his Monfienr df 
, || Manicamp his Lieutenant General, 
n- | with ſome other of the chiefeft Of- 
[0 | ficers, ſhould march our, all the 
id |} reſt remaining priſoners of Warr, 
n- | amongit which there were above a 
hf hundred Gentlemen Yoluntiers,and 


es | about 5oo Souldiers, Officers, and 
n | ſome few Horſe, which were all 
n, | taken. Here the Spaniards ſtayed 
l. | feveraidays, as well to eniov tae 


ie | benefits of that ſertile Country,as 
1 | toexpedct a better opportunity to ad- 
14. 4 vance towards Paris, not judging it 
g | prudent Council to give further aſ- 
i- Þ fiſtance to the Male-contents while 


1- | the Treaty was on foot, and nigh 
l- | being concluded, leſt the Court 
15 ſhould condeſcend ro the Pretences 
ec | ofthe” Princes; wherefore they 
y, | neglected to anſwer the hopes given 


1- | tothe Princes and Parlement, le- 
2.1 velling their aim, not to fortifle 
10) them; 
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them-ſo, thar they might by their 
ſtrength make the Court ply ty 


their demands, the Miniſters of the 


Catholick King conſidering, that 
if it ſhould ſo happen, as there was 
likelihood, in ſtead of adding new | 
tewel to theſe Civil broyles, they | 
ſhould at their own charge and ru- | 
ine quite extinguiſh them, 

The time thus paſſing away, | 
without any reſolution on this ſ11s, 
was ſpent likewiſe on the- other F 


without any conſiderable accident; | 


for from the 2, till the 20. of Fu), 
the Kings Army about St, Dems, | 


and thePrinces without the Suburbs | 


of St. Yidor, lay quiet without any | 
ſtirring, all theſe days being ſpent |} 
in Treaties of Peace betwixt both | 
parties, The reſult of which was, 
thatthe King finally.declared, that 
although he did ever believe, and 


ſtill thought, that the inſtances 


madeunto him to. ſend away the 


Cardinal were only pretexts t2 


colour. 
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colour other deſignes: Neverthe- 
leſs, his Majeſtie wiſhing nothing 
more then the Quiet of the my 
dom, he was content to gratifie 
the Cardinal, granting him the fa- 
vour oftentimes requeſted by him 
to retire from Court; but yet not 
antil all things neceſſary for re- 


eſtabliſhing the Peace in France, 


ſhould be betrer ſettled : to which 
effe& his Majeſtie ordered the De- 
puties to advertiſe the Duke of 
orleans, and the Prince of Conde, to 
ſend ſome on their part to diſcuſs 
the eſſentialpoints ; and they in the 
mean time remaining at Court to 
exp: the reſolution from Paris + 
and becauſe ſome doubt might a» 
rite, it before or after the Ratifi- 
cation the Cardinal ſhould be cf. 
fectively withdrawn, His Majefty 
declared, he ſhould depart imme- 
diately upon the Concluſion of the 
-Treaty, and before the Conſum- 
mation. This Afﬀair was - variouſly 
| debated 
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debated in Parlement. The Duke 
of orleans. taid,, the Anſwer was 
ambiguous, and contrived to en- 
gage them to a Conference to ſpin 
out the buſineſs , That if the Car- 
dinal had reaily an intent to retire, 
he ought not to have kept the De- 
putics of the \Parlement 15 Cays for 
an Anſwer, and in the Interim 
betake himſelf ro violent refolyti- 
ons, as was that of the ſecon4 of 
this Month in the Faxxbourzs of 
St. Anthony, to deſtroy the Army, 
and afterwards cut the throats of 
all the Pariſtens. If he intended to 
retirc, there was n2 need of any 0- 
ther Conference upon this ſubjc6& ; 
vp! {o {0:n.as he ſhould be our of 
the Kingdom, according to th? 
Kings Declaration, they asked no 
more-z nor would they fail to ren- 
der immediately all duty and obedi- 
ence to his Majefty, Thatto ſend 
Depuries in their names was ſuper- 
. Auous, ſince thoſe of the Parlement 


being 
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being there, in,whom they repoſed 
all confidence; [they did-notiintend: 
to do any thing without +the privity 
of the Parlement, to which effc& 
they ſhould at all times write their 
mind to Preſident Neſzond.. After 

which it was concluded, :;to return 

thanks to his Majeſtie for his fa- 

vourable Anſwer, for {ending away 

the Cardinal, and toſupplicate him 

ancw, that it might be done ſpeedi- 

ly, That the , Arſe-n would be 

pleaſed to write .tO Neſmord, or t9 

{ome other of the Deputies, to ſes 

cond this their. Declaration, that 

whenſoever the Cardinal ſhoul. be 

out of the Kingdom, they ſhould 

perform. what they had. promiſed, 

and order the ſaid Deputy to receive 

what Commands the King ſhould 

deem neceſſary. In this Aſſembly 

thePrince was cbſcrved to diſcourſe 

with ſome ſternneſs, as if he were 

angry, Monſieur 4s Bn»ft propoſed 

Zo cuooſe new Depurics, that might 

"We 


263 _TheHiſltozy of * 
find out "the moſt convenient means. 
ro ſend the Troops farther off, and 
to'' do their utmoſt endeavour to 
procure the Peace z and although 
all things ſhould happen to be a- 
greed on, yet nothing- to be done 
till che Cardinal was firſt departed, 
Upon'this the Parlement thought ir 
expedient, to order-their Deputies 
at Court, togive the King thanks 
for his Promiſe of giving. Mazarine 
licence to*depart, and to (ollicit the 
performance of it: and' to defire 
the Duke of orleans and the Prince 
of Conde to write to the Preſident. 
Neſmond, with aſſurance (as they 
had declared in the Aﬀembly)to lay 
down their Arms, and yield entire 
obedience to his Majeſtie, ſo ſoon 
as Mazarine ſhould be gone. Orle- 
ans therefore writ, that by the de- 
fire of the Court, that he and the 
Prince ſhould ſend Deputies to te 
King, they could imagine no other 
thing, conjtdering with ROME 

| | lays 
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lays'the Audience 'of the Depuries 
was retarded) but that iv was a de- 
vice of the Cardinal to elude” his 
Majeſties reſolution in baniſhing 
him the Kingdom, and making 
Peace with 'his ſubjects ; - that al- 
though: the ſolemn Declarations 
made and reiterated before'the Par- 
jement mighr ſuffice, yet to'make 
it more clearly appear, how fin- 
cerely'and candidly e had behaved 
himſelf in all thoſe Tranſactions, 
ke' was reſotved' to Jet hymn know 
by that Letter, that he might 'aſ- 
ſureand faithfully promiſe ro the 
King, that he thonld: punaually 
make good his ſaid 'Declzracion ſo 
ſoofi as ever the Cardinal ſhould 
withdraw in good earneſt,and with- 
out any other ſhadow of ſuſpition , 
and fhould' ſend'to render him : his 
Kumble thanks, *receive his Or- 
ders and Commands,” having no 0- 
ther Agreements or Conditions to 
make with his Majeſtie, but only 

| 'N | S 
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to obey-him;; as he was always reas' 
dy 20 do, with all reſpe&t and (ub- 
miſſion, according to the obligati- 
Qn, of his birth, The Prince writ 
allo to. Neſmord in the fame form, 
and charged him to give all afſy- 
rance of- the reality of their, inten- 
tions -/. Hereupon Neſmond being 
admitted .tq the Kings Preſence, 
ſpake,in this manner, Sir, The Aſ- 
Ro that it hath pleaſed your Nt 
jeflie to give us for the retirement of 
Cardinal Mazarine, hath, fill d the 
hearts of your Yaſſals with hape, upon 
the confidence they have, that the 
words of Kings, as the Word of Goa, 
bring their full effet, and cauy never 
be bo profitable, Tour - Parlement 
hath given us in charge to zeſtifie to 
Jour Majeſtie with all. ambleneſs ang 
reſpet# their deſire ; and: to requeſt 
the effeting i, conformable to. thett 
Declaration, and to the Decrees that 
 bave ſeconded it , (upplicating your 
. Majeſtze to conſider, that the miſerits 


= 
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> P Erantice.augmenting daily, . and (uf- | 
- Þ #rring no delay, it will be. an effect of 
. your bounty. Noj to. defer. the \POrme* 
t ay, ſp deſired\ a benefits. any lengers 
: the, Nuke. of Orleans aug! the: Prince 
- | of Conde have. given #5:i1 charges 
- | ro confirm to. your Majeftie their jirff 
7 Declarations, and repreſent. on their 
. | behalf, that they have pothing. ta pro- 
Papyd,. by,emplaying Deputies, ſubruit- 
ting themſelves 10,,0bty.Jenr Orders 
with.all.obedjeuce, {0 ſoon as| the Car- 
dinal ſhall have fulfill.d your Majeſties 
Declaration, . It depends pow., . Sir, 
ox Jour; Authority, to ſboxttnia{l-theſe 
lls,\ yielding t9 this ; departure. at-onr 
(upplication. We Boe more words 
to expreſs 'our grief, / the force of 
which does. ſtop | our ' utterance, | The 
publick; auforders , the ruine' of 'the 
State, the Power-of the Enemies,| the 
Miſery.of the People, a7 yeah ob- 
vious to your Majeſties frahty and will 
Jet mare touch your Majefties heart, to 
whom we proteft that | wg. ſhall always 
«tt : N -2 have 
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have an' eterpal oblig#tion 3 fer the | 
end of ſo many miſchiefs, and for the 
ore the" Kingdom. Fhe King 
reply'd, that he would- participate 
all-this to + his *Connth!, and they: 
ſhould receive his Anſwer, which 
was delivered'/them the day follow- 
ing in writing, and read by the 
Count de Brienne in theſe words: | 

-- That che King had - gratited the 
requeſt made him to ſend away the 
Cardinal; «though he clearly'ſaw it 
was only a pretext* to diſtarb the 
State, if the 'Princes had accepted 
the 'Articles*that were' to" be per- 
tormed on:their patr fincerely,thete 
would have remind no other ſtop 
t0 the eſtabliſhment of the quiet of 
the Realm: That if his - Majeftie 
had believed, that his Anſwer to 
che Deputies,” rouching- that Af- 
fair, ' ſhould have ſerved as: an 0c- 
caſion for a new Decree of Par- 
lememt, he would not. have givell 
it in any wiſe," kuowng that in the 
WA con- 
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condition the Barlement' was; then | 
in, (as. w&ll for.-rhe; abſence; of'-a 
great 1 intimber. of the... pridcipal 
Coutſellours; 35 for the\violent 


| enxrtt vſlrpid\by'the Heads of 


the Rebellion); they;5yere idgprized 


of "their. freedom; and reduced x0 
_obey gather; mens willsz" fhoce; by 
theWcetgerof che! Goft: bf Fnly-ig was 
-fſblv2d,-fpt:to kredraor deter mim 
: any; thing -c0nccxhind the puÞligk 
- Atazrs;tul] rhe Gout of;Þullice an 4 
the City were reſtored tg their free - 


dom ; but inſtead of providing for 


- was converied' im; the { Town: houſe 
-to that! effect, the:| þarnings 


Is. VIO-» 


tences; and flaughters; had reduced 


the -Triþunals and, the City to the 


of 


extreameſt: oppreſſion, ;{o, thar his 


Majeſtie could ne-Jonger regard-the 
_ determinations made 4n a: Conpa- 


ny whetfe the. Liberty: of': Voices 

Wasflot fer. : 17 91 0G 
The Kings intention: in his An- 
N 3 >= IT" {wer 
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ſwerto the Depntics' was to. gite 
them- opportunity,” that the Princes 
might ſend” perfons: of their own, 
with / Authority to receive Orders 
for putting-the/Articles by them ac- 
cepted--in execution;i:and to agree 
upon the tire; the manner, and the 
{ecurity for the performance : {0 
'that not without Reaſon His Maje- 
ity was ſurptized to ſee Subjeas 
pretend -t5 obtain-things of* their 
Soveraign, tliat were never pradti- 
ſed even 'among- 3 Princes that 
were equal, Ir was not fit that he 
ſhould be the firſt to fulfil:on his part 
what hath been agreed on; till: the 
Condirions/which comprehend tic 
true*rauſe of theſe diſtraftions be 
ſolemnly promiſed, and cleared 3s 
- they ought to'be: Tr; being evident 
that *the principal: occafion:of the 
Diſturbances ofrhe Kingdom hath 
been' the- taking up of Arms, the 
Union of the Princes with the Sp«- 

Wards, the introducing them- _ 
Wot rs " 
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His' Majeſti-s' Fortreſſes, 'and- the 
raines and deſolarions cauſed by-the 
Souldiers of the Princes, and by cort- 
ſeqtience the peace cin' never: be 
re-eſtabliſhed ti'l the Hoſtiliries'be 
forborn, their Arnts latd down, tire 
Spaniards driven out ofthe King® 
dom, and the Leagues nmiade* with 
them intirely/broken.” "Ir is there- 
fore neceſſary for all theſe reafons, 
that the Princes do'agree upen-the 
time, the manner, and the/ſecurity 
for performance of the Conditions; 
thar* they: ſcem- to 'have accepted; 
And although His Majeſty may -in 
treaſon” infitas well 'for/rche confer- 
yation'of his Dignity as for-Tuter- 
eft of State) to have'all rhe ſaid 
Conditions performed by mhe :Prins 
ces before he advance a'ſtep; fur+ 
ther on his part ,, 'yet nevertheleſs 
the King perſiſting in his:Declara- 
tion, gives his Word again upon | 
their continued inſtances, ro permit 
the Cardinal to retireſo ſoon as the 
N 4 Duke 
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Duke of orleans and the Prince 
ſhall agree, not. in general and oh. 
{cure Declarations, but clearly and 
in good form, as is wont. to be pra. | 
Qiſcd in occurrences of that impor- | 
| Lance, and in the manner as aboye- | 


mentioned, for putting in executi. | 
on the Articles. included in His Ma- - 

_ jefties Anſwer of the 16th. of Fuze 
laſtpaſt ;- there being no likelihood 
char :onely general Declarations-in- 
ferred in' a Regitfter are of ſufficient 
force/to':aanul the Princes Treaty 
concluded -and ratified with Spain, 
for rke: performance of which he 
feemed very, much concern, and 
from which. there is.,po_ probability 
he will depart, if the-Spenjards con- 
tjaue to make good their promiſe in 
feuding Souldiers and Money : and 
when he really ſhould have a mind 
ro breakoff the ſaid Treaty, he muſt 
neceflacily give notice of it to the 
Spaniards, to the end that they for- 
bear-to:exccurte their Promiſe. That 
SAUY Y which 
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which the King'defires therefore of 
the Prince is, that lie agree of *the 
nd time," and mariner, . how [to-deClars. - 
a- I) to the Miniſters of Spain, thathe in- - - 
Ir- tends to be no longer /engaged) with - 
e- ÞÞ them. And this His/Majeſty* finds - 
tle Þ himſelf obliged the* more -earneftly | 
a- Þ to infiſt "on; | knowing by-divers - 
ue Letters intercepted,” which ' were - 
od ſhewn and veificdr the Deputies, . 
N- c hat the faid Pfince after 'the:Decla. - 
ration'made ih Patlementhark (ol- - 
licited the 'Spayiſh Genetals, as he 
ſtill contitnits ts do, that- they will : 
enter intd/ France with all theirFor- 
ces; anditis very hatd to: believe, . 
that . his" intention "is to-eſtabliſh -- 
PeaeCin"ths- Kingdom; which: he 
gives ont to depend} on- the" 'Cardi-» - 
nals: removal; makitig: uſe''of the - 
youu ' Forces fo$ the obtaining : 
thereof,-. That nothing - caq-+ be 
more-for'the intereſt! and- deſtgnes - 
[- of the Minifters-of Spain, then to - 
a continue the diviſions; wherefore - 
bis. Majeſties.fpleaſure is, that : the - 

| £ N-5, ſai. 
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ſaid Depuics do givenotice of al 
this to the Duke of prlears,and the 
Prince, tothe! end; that. they mayf 
know the Reaſons for which they| 
axe. oþliged to ſend ſome one to 
Court.jn their,name ſufficiently ins Þ 
wered, to declare more partigu- Þ 


: 


arly theit will,. for; the real «ffx&, | 
ing: every thing contairrd in , the BE 
Articles: and that in the mean time | 
they remain at,Court4o expect the Þ 
Anſwer, and to be eye-Wirtneſles 
of His Msj-flics fincerity in conde: 
feending:to-whateyer . may conduct 
to ſettle the Kingdom in. quiet ; the 
retarding of which cag be imputed 
to npne-but the Princes, .if zhey 16+ 
fuſe,to,agree to: whathhath-been deli; 
vered;with; His Majeſties accuſtom+ 
edClemency,which ſhines forth che 
more brightly, and ought $0 be. the 
more-yalu'd.confideringrhat he hath 
the abſolate; power ty give; Law 00 
whom he pleaſe without; condition» 
The Courtnot well ſatisfied; with 
En Orig of feadnqg dig) Mp nia 
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ties to receive. orders, and adjuſt 
buſineſſes which they had declar'd 
were agreed upon they uſed all 
art and diligence to inform the 


people, that not the Garginal, but 


the ſole obſtacle of the Peace, and 
the priacipal, cauſe of all the mile- 


ting by the fielp of theig party, and 
thoſe ſervants. who -had ftuck' ts 
in pragice all fit means for theeſta- 
bliſbment of the Royal Authority, 
a and for the ruine of the lawleſs and 


|| overheligtle effe& the Kings near 
-% approach to* Paris had produced in - 


w Provyifions ,, which more and more 


- the Royal Camp , Which deſtroyed 
1 many;and the fear leſt that the Spa- - 


#;/þ Army, keeping along hed ſe, 


B 
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the pretenfion, of the,Princes, Was | 
ries of the poor ſubjegs, not omit-- 


them, to erp Intelligence, and pur - 


inconhſtent party : ſeeing more-- 
No all this time; ; the great ſcarcity of 


incommoded them; the Infection in- 


ſhould advance towards Pontoiſe, a. 
very important place at that time. . 
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By the (Council ofthe Cardiol His 
Maje(tic refolved thei36. of. Fwly £0 
ildoge: from 1St.;-Dens -and-go-ro 
Faintoife fix: leagues diſtant,theGat- 
diatal-continuing Kt us i0:biS;Mipi- 
firy by His Majefties expreſy,Com- 
mand,thobgtr he.contiaually, preſs:d 
forleave. to.depart« :: AL; he, AE 
therefore, being .regulated a3 
he faw ficthey.were to; reed oriiets 
ed;/rhar theſe good! effects.\enſued 
which-wete fcen ater : bu 
rhe: Puigices ! atid/;the3r: Favurers 
—_— — 
iogrofthe Conrc;taxing-them, that 
prada og only ceickes t0:idtlude 
rhw people; nad had very! yautche: 10+ 
clin for che-Prace; which do- 
ef ones: ſencctg axeyidEthe 
Gandinal y they xedoubledtheir d> 
wuctions with-{o: Yea; heat 6640+ 
lics,rhaz iris not tobe imagined the 
conceits:\ſpreacb in! publick: ares! 40 
privarxe againſt rhe Cardingland Dy 
cher Dflicers: of Court, contigyally 
Qunſeret wich © opprobrions. lan- 


guage, 
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, 


we on Irs 30: Pario'to: 'EA 
ehtie? B75 rick At 
Pe: Fong 

vetit. places upon (The 5 Haag a 
warch the loaink tha tjafiacts 
who' (made 2excarfions wito choſe 
Tetrazovids;20atic:groat ddniageof 
the/Khhabirancs: 'The News of the 


4.£.1t 


EE to 


abaks; v7 208) "ax the:Prizce 
dude' with 400 Horſe-pofted 


«i 
of 


Linker; 'to inform bimfelf of the 
buſtae(s, 
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qr kere -a_ 
_ and RR eo condue 


them to Fab, They excuſed them- | 


elves, that they had Fagaged their 
word to Monfieurde $aintor to'ftay 
atSt, 'Dewys Alfilreh Orderfrom 


che/Kin "Es ut the Partementimiter- 
He i Spmkr "and deter- 

all thenrback z orlears, 
Conk?, FA Feanfert went out again | 
Witt aboye: 2500 perſons , *aad 
bringing then, fo' Paris,” condutted 
theth't9 the" Parlement -with- Tick 
uhiverſal tpplauſe;as ifthey had re- 
earn'd from fome glorious conqueſt, - 
albett he = 2: by expreſs Order 
RaY' cal'd them'ts Pontoiſe, for Af- 
fairs*6f 'great"concerh that Hapned 
vnexpecrelly afrer his departre 


from'Sr. Denis. Yet the Male-con- 
ferits divalged, that this was an ar- 


tficial*reach of: the Courtro wea- 

ry them out by delays, in ftead of 

giving conſolation in good earneſt ; 

and to | protract time, by which'A«- 
ZArine . 


£4rine hoped to: be. able at Jaſt ro 
ain the 'Pariſeens by force of (yf- 
erings, {accuſtomed to enjay peace- 
ably their rich Traftick, and to 
make ;extraordinary advantage of 
thoſe-commodities that. they. ſend to 
all the parts:of. the - world. 


4 Council:the- x 8th. of F»1y,. after a 
ſ longrehearſalof all things paſt, and 
of the-principal; canſes of. thoſe il! 
events, ;decreed,:.that :Information 
ſhould: be takenrof the horrible and 


houſe the 4th. of the-preſent mo- 
neth, ſeeking and.finding -out the 
circumſtances andy dependencies; ak- 
oy way of Monitory; :and to pros 
ceed againſt the Authorsand Com- 
plices of, the, Maſlactes and Vio-: 
lefices committed,'accarding 'to+the 
Statutes and.;rigour ofthe: Laws x 
ayd-ig che-:mfan 'time, annull'd/ an 
revoked the. pretended Election.of 


'WBE 
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Toitake order; for all theſe | 
things; the King with advice: of his- 


. 
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(candalous/awtempt upon the Town. 
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| the Counſellour -Byuſſe/ into the 
place:-of Proveft of Merchands, 
whom His Majeſty expreſly prohi- 
bited to act-in that Function upon 
pain of Death, and he and: all: his 
poſterity/to be accountable for the 
diſorders happened, or that ſhould 
happen ſince his pretended admini- 
firation. He declared moreover all 
the Reſolves made from the firſt of 
Fidy, as well inthe Parlement ag in 
the Town- houſe, couchinpirhe pub- 
lick affairs nall and invalid, till'the 
Governour;- and the” Provoſt of- 
Merchands, and'the ether -Magi- 
ſtrates that were conſtrained to ab- - 
fer chemfelves were reftored, and 
that ſufficient Proviſton' were'made - 
for ſecuring of the due Adminiftra- 
tion of Juſtice, and ſafety of 'the 
Cuy, according to the tenure of 
that:Decree. - The King expreſly. 
prohibited all che other Cities of 


the Kingdom, and 'all-his Subjects - 


and Servants, not to take any cog- 
N1zAnce -- 


nizance of any Orders or Decrees 
from Paris, (o long as it remain'd 
under the Tyrannical power of Re- 
bels. And to the en4 that -the- 
Money deſtin'd for the publick Uſes 
ofche City ſhould not remain at 
the Enemies diſpoſal, to make ule 
of it forthe Warre, and to pay the 
Spenifh troops that they hall call'd 
kn; His; Majeſtie- ordered ite be 
brought tor: /the | place. where he 
ſhould eſtabliſh his abode, robe put 
into-Hanis of the: Pay-Maftzrs of 
the pablick Rents, 'who were com- 
manded t6-reyair - to Court with all 
the, ocher Conſuls and: Sheriffs 'of 
the Cities, within the term of three 
days. after the. publication of the 
Dcree iathe aſa! manner, 

The Princes, the Parlement, and 
th? Frondeurs,.. were greatly di- 
ſturb'd at this departure, believing 
that the Courc.did but mock at 
th2ic liceatious and excrayagant 
Precences, | Lhe Count ns 5" 
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had fignifred to 'the Deputies iti 
His Majeſties Name , that if the 
Duke of orleans and the Prince of 
Conde (not willing: to nominate 
Commiſhonersvf their own)ſhbuld 
rather defire to make uſe of thePar- 
lements Deputies,- that the King 
was content, -and would adjaſt the 
Propofations with them: contain'd 
1n the foreſaid Anſwer, promiſing 
to {end away the Cardinal and that 
before: the Articles ſhould be per- 
formed oh their part, provided the 
could come to'an Agreement- witli 
their Depucies, or with thoſe of the 
Parlement, whenthey ſhould be im- 
powered; but the Princes, if} ftead 
of accepting thisoffer, and ſaying 
the Deputies at St. Dexjs, to exp 
there the-Kings Anſwer, - or- te go - 
and find him at Poxtoiſe, - as he had 
ordered,.: they were condu&ted (as 
hath been ſaid) to Paris, where con- 
tinuing their Complaints of their 
being ſlighted: by the Court, = 
| 00 


ſtood firm co haverthe Cardinal ex- 
pell'd before any thing elle was 
done, flattering themfelves in their 
own opinions; and efteeming: every 
thing caſte, ariſing from an- over- 
weening ſufficiency. -:. - 

The - Parlemenr (ambitious ro 
uſurp-a greater Anthority” then 
what became them) fell at laſt up- 
on the refolutionto chuſe the'Duke 
of Orleans Lieutenant General . of 
the Crown, and the Prince of Cox- 
de General of the Army under 0r- 
leans, and ſupplicated 'His::Royal 
Highneſy::to"take' pon kiwi twi 
Quality/andey !prereate of: freeing 
the King: from- the hands + of the 
Cardinal, who:had ſnattht him from 
his people. and'.kept' him .in con- 
ſtraints, ;But thisdetermination/pro- 
fitted them lictle} wewelb becauſe it 
was not imbraced by the other Par- 
lements'of the Kingdom, but rather 
refaſedand reprehended; as alſo be- 


cauſe Orleans being of Tg 
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abſolutely contrary to violent. cour- 
ſes, would not imbroil himſelf in 
that attempt : bur eſpecially be- 
- Cauſe he and the Cardinal d: Retz 
{the Contriver - of ' all the Plots) 
promiſed to themſelves, that with- 
out their ruining the Court .Maz4- 
rine would be gone of: himſelf.” The 
Cardina}-: dt Refs: put-this ifto the 
Dukesliead:fos fear that the Conrt 
beibg »:260 muck deprefleds; rhe 
Prince:of Cope {his trreconci/able 
Enemy) ſhonld riſe too high. Fete. 
thus endeavouring to arrive at the 
Miniſtry, ftrſt with the. expaliton of 
Mazerize, and. afterward with. the 
enine of che: Prince;:: (through the 
re-uniting the Queen. with the 
Dake of 0z{r4ns): was {ſuppoſed the 
onely- and true: cauſe of: the total 
downfall! of that Party, and after- 
ward of his own impriſonment. © 

.- The Parlement 'moreover de- 
creed, that they.fhould-go on in the 
fate: of. the Moveables and other 
CE + * things - 
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things be longing to the 'Cardinal- 
The fond was likewiſe laid for the 
50000'crowns,the price of theCar- 
dinals Head,upon a years tax onCat- 
tel;' But whether it'was lukewarm- 


neſs,” or the 'policy''of thofe' who! 


endeavoured with'like'arrs to bring: 
to'an advantageous concluſion the 
ſecret Treaties ſtill managed in the 
Pxznces - Same” by Mowſtenr - de- Gown 
cont with the afh ftarice of theDuke 
of 'govilon, (who infiſted earneſtly 
for bringing the Prince-of Conde and 
the Cardinat ro''an Agreement, ex- 
clading: Or/4#ns) - or for what othe? 
ſecret relpe&v the'money' was never 
depoſited,” | and” mariy'-other thitny 
were paſfed' by," -by- teaſon oF" the 
concerns of” the' parties that-inter- 
vers. : i, IS 
 ThedayFollowinig orlerrs went 
to the Parletnenit;'and -after many 
Complements: declafed that! he 
world accept the charge of Lieu- 
tenant-General of 'the. Crown, fo 
202 26 long 
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long; as.the King; ſhould: be-retain- 
ed by the Cardihal; [| but deſired to 
have a Council about -- him-eſta- 
bliſh'd by, the-: Parlement. . /The 
Chambers Tetuen'd 1 Ainſwer is that 
they: referr'd/themſelves! to,owhat- 
his' Royal Highneſs ſhould - derer- 
mine, He-went in the, ſame-man- 
ner-tg the Chamber of; Accounts, _ 
where he deglared-the; ſame thing; 
239, made Tthefame gueſt ; £0) have: 
ſome-;-6f [their Members.) is, bis 
Council} and: ;here again he had' 
the like Anſwet, mat; Ml :was left. 
to.-Iis 30A ;Ghgjce { »M\PY rlyanc e) 
WOE A gbRL PR 1DEW! 
Gantcal-df Stare; eheimpjor, pre of 
theMale-congents, and the;firtCon- 

ſulration that was held. was the third 

of Auguſt. : LT 

->FHut. choſe; Progeetings,.ſo-preju- 

dicial to, the Crowns --Wexp carried 

of with, as.much, coldnels, ,/as they 
were \embraced . with eagerneſs. 

And although in appearance; theſe 
alitg Decrees 
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Decrees: of the; Parlement ,” and 
Acions of the Princes, looked like 
ſome great matter of :importances 
in reality they were only ſhadows, 
which in! a ſhort time vaniſhed of 
themſelves; for by the.cunning con- 
trivances of Mazgrive, by little and 
little the Peoples affections thorow- 
out the Realm, and even in Paris it 
ſelf, -were wan. to. the King ;.. few: 
being found that: would: obey the 
new Licutecaant-General.z and. the 
Parlem ent of. Tholawſe ; Ade tropol. is,of 
the. Province of Lanewedoc and Go- 
vernment of.the Duke of: Onleans,; 
althongh they;acknowledgedithem« 
ſelves much. deyoteg to! his ſervice; 
decreed. againſt the Ordinance -of 
the Parlement of Paris, declaring it 
- Allthings.falling thus - contrary 
to cheir ,expeRation,: and 'the Prin+ 
ces ſeeing) their .defigns: begin -to 
fail, the. Prince. of, Coxde: was in 
much perplexity'z and little caring 


oO 


* 
» 
> oe oIoey — Goggpa_— 2 woo ws we - xx r; _ 
5 . , d 4 
7 4. - . | 
..7 % \ F. * 5s EIT: Me * SE Dd , ; 


rm. roi on ire x 


$ } 4 N «t 
* Op ts , Mrs. [> V ”; SIT E o l R 24 6.4% a 4 x0 p, : - _* R 
. ; L 4 3 Y 4 EN”) 17 -* wt: * bo) £ =o* - 42: s TY 
- _ : | be . 4 
* ” ” : " _ ak o : ; Cj : 
L =” ; ' . j 2 
4c | , WY Y - o ” -— 
- | Pp 


to-gratifie others, while he himſelf Þ 


was nigh ruine for want of money, 
he uſea ſuch means, that finally in 
_ an Aﬀſembly of the Inhabitants by 
the affiſtanceof thoſe: of: his party, 
he prevail'd with them to- aid him 
with a ſmall ſumme." "There were' 
many ways to draw money from 
the people with little-noiſe,- but by 
the vigilance of Mazarine that way 
was "taken, ' which 'ſeetfing moft 
fpecious and practicable in appeir- 
-ance;” but hard\and difficult” infob- | 
ſtance, mighr-prove ineffectual; and 
increaf® the diftaſts oPrhe-Citizens 
againſt rhe-Atthors-6fitheſe Novel 
ties #7 ahdiithis was ide pon all 
the Gates fHoofes capable-of i re: 
ceiving: Carr or + Coach', paying 
twenty five Crowns for the bjgger, 
the'Shops etl] "and'the* little dpors 
five} and this in-Pip43> and the Bb- 
roughs-only;=''By this Colfeftion, 
which made a great noifs and heatt- 
burning, they could not-miſe above 
(3 tw enty 
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twenty thouſand Crowns, by reaſon 
of the avarice or ftreights- of the 
Cirizens, or both, diſheartened by 
ſv many preſſures and grievances, 
but mach more for the dereſtation 


they had of the War. The Prince 


foreſaw the ill effe& of that deter- 
mination (as he declared to many) 
before it happened. . This defign 
therefore did not hit the mark it 
was aimed ar, which was intended 
to raiſe his reputation at Court, and 
make them "believe that he was _ 
Maſter of Pars, (in which confiſt- - - 
ed the ſumme of all the Aﬀairs) to 
neceſſitare thera by theſe /jealoufſics 
and threatenings to condeſcend to 
the Apreement- and yield him his 
demands, which were the ſame thar 
were propornted hererofore, and 
refuſed in the preceding” Treaties of 
the Count de Chayigny and: the Se- 
cretary Goula#, by reafon the'Conre 
could nor ſwallow the bitter morſlel, 


to" par” Provence, fo confiderablz 


Province, under, the Govern- 
\* BY meat - 
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ment of the Prince.of Coxty, nor to 
make the Count Afarcin (a perſon 
ſo aifhdent and refractory) Licute- 
nant General of Guzezne; {o that 
this Remedy producing little effect 
at Court, helpt as little among the 
Parifiens, Who in lieu of contribu- 
ting Mony brake out into the great- 
eft MaledKtions imaginable, againſt 
what was done the qth. of Fly, ac- 
cuſing.the Prince for the Author of 
it, and that he aione. was the perſon 
that diſturb'd the quiet of the King- 
dom, .This conceit was fo ſtrong- 
ly imprinted in the minds of the 
Citizens, that it: much increaſed 
their hatred againſt him and his Ad- 
herents , and - made way for the 
change that followed, The Prince 
and the Duke of Beaufort beginning 


to. decline in their repute with the 


people; the Parlement fell likewiſe 
into their diſefteem , -becauſe_ in- 


Read of ſecking remedies againſt 
the miſchicfs, they exaſperated and 


aberted 
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abetred them moxe then the reſt; .,': 
| The Prince of . Conde apprehende 
ing no more the Kings Forces, they 
b-ing gone towards Pontoiſe, he ſent / 
his Troops further off to,Fowſy, a 
Village 4 Leagues from Pri , but. 
here proviſions and forage failing, 
he came with part of them to Chas 
renton, and part he ſent to Saint, 
Clown. | 
In this interim the heart-burning, 
and emulation betwixt the Dukes 
of Nemours and Beasfort his Brother. 
in Law ſtill continuing, it proceed” 
edtoa Dnel, where the Duke of 
| Nemours being flain., it behoved. 
Beaxfort to retire from Pry, thoſe 
of the Union that oppoſed the Car- 
dinal remaining in this manner  de- 
prived of two Princes, of the , moſt 
value and efteerm with, the\peos 
le. 17 22.2 
. There aroſe . likewiſe a conteſt 
' and diſpute betwixt the Count de 
Rienx (of the Houſe of Lorrain) and 
: O 2 49s 
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the Prince of 7ranre (of the Houſe 
of-Trimowille) about precedency in 
the new Council eſtabliſhed by the 
Dukeof orleans, whoſe onely Son 
of about'two years old, dying alſo 


. at this time, thoſe of thar- Party be- 


oan to confſider,; that God when he 
purpoſes to chaſtiſe men,rakes from 
chem their earthly - comforts, and 
raiſes Ciſcords and difſentions a- 
mongſt the-moſt iritimate friends. 

| The King remialo'd at! Pemteye 
with all the Court from the 17th. 
of Fly till the 19th. of A#zuſt, du- 


ring which time what with the in- 


commodities -they- ſuffered in'(o 
Kreight a'p!ace,&'rhe ſcarcity of all 
things neceſſary, © diſeaſes mnltipli- 
ed,and many perſons died , amongſt 
whom the loſs of the Duke of 
Bovillon'was much-lamented for his 
ea: Capacity, and the intire confi- 
ence betwixt him and Mazarixe. 
The Spaniards in the mean while 


_ taking adyantag2 of the - Civil 


Troubles 
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 Troubles-in:'Fr exe ((eafonable: for 
their Intereſt) :laid Siege to Dax- 
kirk, , and! began very [mach to 
ſreighren is. By Land it was im- 
. pofffible/:t6: ſmccour-it,; becauſe the 
_ Royal Army was, neceſſary! about 
the Kings Perſon 5: wherefore there 
remaining no way open but that of 
the Sea, the': Duke of: Fendeſwe, 
High Admiral, was:.commanded to 
.takecare forthe relief of its; The 
_ French Fleet was gone 'toward Biſ- 
-.cafto fight the! Spaniards, who with 
17 Mcniof War: were cruſingn 
. thoſe. Sexsc:i: (The: cpth,; of; 1ughff 
© borh\klaewcame: within: fight of 
' each other (about 'the'i Porta: dtw- 
t1och 2 the: Right began with the fy - 
- £14gS Jcharge! of their Cannon, 
. Buteach Hide adyancing with a te- 
_ gar not ty engage -themfelves too 
at; whete -theiſhccodks: might; prove 
hazardous *-the night inthe mean 
time | drawing. 90, abd; rhe" witd 
blowing hard, they were fepatat&d. 
'T O 3 On. 
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- Ori the Spaniſh fide the: Ship (called 


| ſary Provifions and Money, 


The Nativity was ſet on fire,and ano. 
ther Veſſel of the Squadron of N4- 


ples *raken' and (ſunk; > YZ ardifmc 


would have proſecuted "this forru- 
nate Encounter,” but rcp, neceſ. 
1 reſt. 


ed himſelf ſatisffed in having dri- 


-*yen-'themr ont; 'of thoſe Seas.. © He 
« went'aſhoar at Rochel; and the Fleet 

_ » returned (into [Byr1:8:5; from whente 
by Order'from the King they hoys'd 
' ſail again-toward: the Engliſh Cha- 
[ae);; and ſteer'd theif/ courſe:to give 
\ ſertour) to ;Jan 
The: Parlement>iwf.2 
--yerecaor Willing that that aug and 
- Haven ſhould: remainiin' 


ing *Dankirk. | 
Ba#lind; who 


E hands 


of the-French, felt ypowthe Kings 


- Fleetiiw ſuch mannerz-rcharftaking 
'theryunawares if the Road'of'C- 


Taic; withourfighting' took/all/rhoſe 


Ships except three, which getting 
 byhe Exgljfh ſaved themſc]ves in 
'O | 
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The people that were abcard 
were (et athoar by the Engliſh on 


4- the Coaſt of Fraxce, and the Velſs 
"T; ſels retained under the title of Re- 
'U- priſals, Wherefore on the 18th. 
of. of September Monſieur d Eftrades Go+ 
ſt. vernour of Dunkirk, was forc'd to 
ri march out with Honourable Con- 
Te ditions, And' in this manner the 
et Spaniards recover d that Town g 
*- after which the Prince of Ligne aC- 
? vanced toward the Frontiers of 
a- France with 4020 Souldiers, to (e- 
ve | cond the deſigns of the Princes, 
t, | who were iticamped about Paris. 
10 The diftaftes continued ſtill more 
fel and more in the minds of the good 
ds Frenchmen, for the affronts and a- 
v5 buſes offered them by the S:diti- 
Fc ous, and for the little ſafety that 
(- was for them at that time in Pare, 
e where the burning of-cthe "Town- 
g houſe had let chem ſee how violent 
n the deſigns were of the Male-conr, 


cents: whereupon Cardinal "Mazi- 
O 4 rane, . 


- NT cad am__ 


-3:4tie of the ſame Auguſt, prohibit- 
CEES: 18g 


300 . TheVifſfowyol 
rine, 'Who continually ſtudied: all 
opportunities for the ſervice of the 


- Crown, perceived at laſt that the 


ſureſtremedy was to call the Parle- 
ment from: Pars 4 of ' which al- 
chough- he had often thought, 2n 1! 


for ſome doubr - Epaties omit- 
ted, Art thist 


e found it ne- 
ceſlary. not to defer it any longer, 


[The Cardinal and Monſieur Fonquet 


the Attorney General keeping cor- 


reſpondence with each other, and 
raking the opportunity, Fexugues 
propounded and maintained, that 
the Parlement-ought to remove to 
Nenrile which was. done by: His 
Majeſty's Decree the 6th, of As- 
guſt , containing: firſt a. long d(- 
courle upon the Reafons that mo- 


yed him to it, annulling and abo- 


liſhing all che Decrees and Arreſts 


-made as well in the . Parlement as 
in the Town-houſe, and particu- 
-larly 'thoſe of the 2oth, and 


Cardinal MAZARINE. -3or- 
ing-all perſons not toacknowledge 


the: Duke of orleans for Licatenant 
of the: Crown, nor- the-Printe: of 


Conde for General : of the: Army, 


who made .uſe: of: theſe Attributes 


for. ſcandalous intents; and: af'dan- 


gerous /conſequerice, » forcing: the 
SnbjeRs to'execute- Oriters: and 


Deſigns cendingi-ro the fubverſton 
of the Kingdom,: He:commanded 


moreover all the Counfellours and 
Officers of the Parlement'to-appear 
ar Pomroiſe, under.theipenalty of lo- 


fing their Offices, and with exprefs 
prohibition, to- all, not to take no- 
rice :of nor obey other Orders then 
thoſe of 'His Majeſty's, nor other 


Deorees then'thoſe of the Parle- 


mentremoyed to Poxtojſe. 

In order to this the major part: 
of the Prefidents:went:thither, five 
or fix 'Maſters of Requeſts, and a- 


- bout ewenty:Counſellours,to whom 
: divers Counftllours of State joynd 
 themſelyes;/iwith the Dukes and 


O5 Peers 
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Peers/that were at.-Court ;.theſe 
formed a: Party: ſtrong enbugh: to 
precipitate: the! whole: Faftion of 


then. beginning'to a&., that they 
might. acquire Authority,. and to 
let the people underſtand that they 
defired the publick-good; they. pro- 
poſed to the Cardinal that now: he 


would do well to retire himfelf,. 


ſince his ffay was the onely: pretexc 
of the Princes, and - of 'the - Frox- 
dturs ,: To that the being gone,they 


would either lay down their Arms, 


and return to their duty,: (by which 
means the King would remain ab- 


ſolute Maſter z)-::or. perſevering 1n 


their diſobedience;the worid would 


plainly perceivetheir evil intention, . 
the honeſt people would bea weary: 
of following: them, and the Parle-- 


ment of Pontoiſe,now: acknowledged 
by the other Parlements for-law tu! 


would give out  Decrees againſt 


the Princes and the Rebels, andthe 
: E571 5.” 


the Princes. This new. Parlement 
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King having made it clearly-appears- 
that-the Cardinal ſerved merely for 
2. pretext to. the Enemies of: the 
Common wealth, might (the people - 
remaining convinc'd and ſatisfied): 
recall him-ac his pleaſure. The Car-. 
dinal declared that he defired-n0-. 
thing more'then-the ſervice of His 
Majeſty, and with-much readineſs- 
and zele reſolved to depart againſt 
the ſentiment:of moſt of his friends. 
and the King. himſelf, who knew 
not how. ro/difpoſe thimſelf-ro give 
him leave; whichhe-had ſo: often 
requeſted... This-the'Parlement did;. 
nor only for the Reafons abovelaid,. 
but t0-ſurprife' the:@pinijons''that. 
went: abonr; concerting' the Kings. 
breactrof his: Wards given hereto-. 
fore bothy in Speech and: Writing,. 
forthe: alluring-'of the :Cardivals 
departure. -. Since that, nor- ſeeing: 
it accompliſhed, [they branded the. 
Court with falſneſs, and the Princes: 


ſet a fair colour,, and ſtrengthened 
| their 
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their contumacy with that;-pretext; 
they added moreover, that this re- 
urement-. of the -Cardinal would 
greatly facilitate:the Negotiation, 
which was carrying: on in- Pare for 
xeceiving the King and expelling of 
Conde... In the -managing; of this 
Afﬀair Father: Forz; Bifhop of Ami: 
exs, and Father: Bertant 2a Fraxciſ- 
can, and Monſizr Prevoſt: a Coun: 
(cllour of the great Chamber, with 
ethers devoted to the King, Cid ir- 
_ tereſt themlelves with muchaffe&i- 
on and fidelity, who found the! way 
more open after the deparcure of the 
Cardinal. The wiſdom of this Coun- 
cil quickly manifeſted it: ſelf, be- 
cauſe the People{who pierce not (o 
far): r2ok it-for gratited "he ſhould 
return no more. With theſe con- 
{iderations therefore the King 'gave 
the Cardinal leave to be.:gone,” al- 
tiongh at that time.chere was more 
need. of his preſence then of: his de- 
parture, But. before we. proceed 
any 


2ny further, it: muſt not, be 0mit- 
ted,: that the -Kings Council,'beitg 
great)y diſturbed at 1che refelucion 
of the Parlement of. Paris, in choo- 
ing the Duke of orleans: Lieure- 
nant:General of. the: : Crawn,.- and 
inidedaring the” King: the! Cardi- 
nals Pxiſoner; : they-proclaimed in- 
.valid, : not: only: what: the Parlia» 
ment had-done till-thar- rime,: but 
all-ather--deliberations for the - fu- 
wre 23:unlaw ful, inſuftcient;; and 
vaid of :all* Preragarive,c and: that 
no Pther: Partement ought: ro-becat- 
knowledged, then that which was 

lawfully catled:to- Pontorſe.) - 
_ '11 The, majori part ofthe. \Conn- 
fellors that:remain'd in Parzs: (4- 
mongſt: whom. were: divers ofthe 
moſt ſeditious) conteſting! about 
this matter, ſeveral Declarations 
werepaſsd-in MG ro; thatiof 
His Majeſtie,  thar .the. tranſlating 
of the Parlement to. Porroife was 
invalid and unlawful, proteſting a- 
| inſt 
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gainft ic, and maintaining, that 
the Parlement was never 'kept, out 
'of Paris,” though. Charles the YII. 
once removed it for.certain Afﬀairs 
to Montargiss They annulld be- 
fades, all that was. done in the 
Kings Council about , Prohibiting 
the Jevy:of the impoſition upon the 
gates of Parisg. ordering On the CON- 
trary, thatnone ſhould be exempc 
from” 'paying it. | They decreed 
moreover, that the Farmers of the 
+Salt, ſhouldipay the! dues of their 
- Farmes to the-Depaties 6fithe Par- 
lement ;// and: that the 'Goods: of 
thoſe CounſeHours and Preſidents 
- that were gone&to7 Pomreiſe, :{ſhould 
- be confiſcated if they did not ſud- 
-denly return to Paris, to: theexer-. 
-ciſe of their places, and. further 
- would they have proceeded, if force 
' had been coupled to their will, 
© which failing, all thoſe determina- 
tions proved vain and ridiculous. 
The Cardinal making haſte for 
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for a Brevet of 7" and Peer-0f 
Fraxce to. :Monftieur [de Crequ 
fic 'Gentleman -of :the Chambes 
to the: King, 19: the , Marqueſſes 
de Mortmarallodirft Gentlemgn: of 
the . Chamber, and & Requelazre 
Great Maſter of the Wardrobe,The 
Cardinal afrerward-conſligned:intos 
the Kings hands-, particular, In- 
rugions of: all; things; cancer- 
ning bis. Government. Though 
his-Majeftie bad'given expreſs; Or- 
der to all the- Counſellorso0f the 
Parliament to affemble at. Powto;ſe, 
yet many.of them-refufing. to give 
their Conſents, the thing ſeemed 
t9.many to- haveſomething of; im- 
poſſibility in- it, which proved to 
be the ſafety of the 'Kings* party, 
ſince thoſe . it remain'd 1a. Paris, 
not having .means-tg- maintain the 
War, and to. hinder-/ghis-removal 
to Pontoi(e, they were conſtrain'd ro 
ne” yield 


PY 


his! departutte,--the day :before! he 
went, be procured. the Kings Grant 


z03 . ' The Diflojy ol. 
yield.toall: he :condicions -thar: 
were preſcribed - rhem'© by - the 
Boares bi 200 3o-3572%; 2. 4 

. ' The Cardinal left: in the 'exer- 
eife of: his Charge of chicf Mini- 
ſter offStare, withthe Kings good 
kings Prince Thomas of Savey,. as 
oneg"'witd befides being! his great 
Cenfident;way of anincomparable 
Incegrity,in whom the King might 
wholly. confide without any! ſuſpi- 
cion $2hetleſt: alſo the Count de 
Serviemt, a Perſon no leſs Politick 
then? tverfed 'in' all the | Aﬀairs* of 
the Kingdom, Tiller the Secretary 
of State, 'a man of greac [wit and 
underftanding reddy'to - execute the 
Court: orders,” with” faichfulneſs 
and zeal, and theſe three + for the 
Negotiations of. the State and 
the War. he left: beſides with 
the Queen, forthe direction of the 
moſt important and moſt: ſecret Af- 
fairs;' the' Abbot 0»dedei (who-was 
afterwardsBiſhop of ___ 
Gs. ellor 
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ſcllor of State to Her Majcſtie, of 
whoſe known and experienc'd fide- 
lity and practice in managetments, 
ke had full- affurance. 

This: being done, he took leave 
of their Maj: ſties with that tender- 
neſs, which his ardent affc&tion 'pr- 
ved him to, and the 19. of Age 
1-65 2.departed from Pomtoiſe for: Se- 
den, paſhing firk to. the Mareſchal 
de Torenne's Camp,to view the Art- 
my, which from Zegay was already 
advancing into-#rie ro oppole the 
March that the Duke of Lorin was 
\taking,afcer the Prince of : Wirtems- 
 Fnenſaldagns's Spaniards imo Flen- 
ders, and proceeding. in. his jour- 
ney with a good Convey, he came 
to Seden; and\from th:nce wentto 
Bonillon where he ſaid, . .cxpedting 
from time, the fruits of. his truth 
and innocency. res $244 

The Prince of Conde underſtand- 
ing that -the Cardinal was going, 

and 


'210 ©  ThebHillozy-of 
and by conſequence the Pretext of 
the 'War ceaſing. He ſent the 
Marqueſs de Ferſe to the Army of 
Lorain, (to which were joyn'd the 
Troops that: Wirtembers conducted 
to the Princes) with direction to 
take his time, and ſet upon the 
Cardinal in his journey, and take 
him priſoner, '- But the Spaniards 
upon this becoming diffident, he was 
"by their © means advertized , and 
ſhunrwdthe danger, ſeeing the Mi- 
nifſtry of Spain knew, that- it was 
For'their-intereft that the: Cardinal 
ſhould ſubliſt; for under this colour. 
the'eivil difſentions in France were 
"Kept afoor, from which rhey drew 
much profis. 

The ſame"day the King, the 
 Qaeen,” ahd all the Court went to 
Compeigne z "and the better to dil- 
pole the minds of the Pariſiens to 
joyn themſelves to their party, the 
King {o ſoon as he was arrived at 
Compeigne, put forth a General Act 


of, 


CadinalMAZARINE. 41t 
of » obI;v508, the Contents whereof 
imported, (after a ſummary Re- 
hearſal of: all things paſt, from the 
year 1642. til-thar time) a/General 
Pardon,«**and abollition of all thar 
had been done” againft his -Royal 
Service, - making void and of no. 
effe, all the Informations, - De- 
crees+ Sequeftrations, / and other 


Proceedings following thereupon, 
by occHion'of the diforders From the 


firſt of Febriary/ 1651 till this time, 
as alſo His Majeſties Declarations 


of the-moath/ of Seprembey, and tho 
'$; of '0@vber in the fame year, - upon 


this Condition," that the'Duke'of” 
Orkans, <8" Princes of Conde and 
Cont; and all others of their party, 
(hould lay down-their-Arms within 
three days after the Publication of 
this A&;/ 'To this end the Duke 
of ople4ns fhontd1lend'to His' Maje- 
ſie within'the term of three days. 
an Ae ſubſcribed with his own. 


Hatid, - by which he renounced-all 


ereaties, 


313 _-  ThePiCozy of 
"Treaties, Leagues and .Confedera- 
tions made with what Prince (o- 
ever, without his Majeſties Appro- 
bation ; the like was; enjoyn'd the 
-Prince. of Conde ani Gopty, who 
| were/alſo at the ſame_-teme to pur 
intothe Kings Hands neceſſary Or- 


ders, as well to ſend the Spaniſh 


Souldiers. out-.of : S1ensy and Burg in 
Guiense,' and: other places whereſ0- 
ever 3: as alſo to cauſe the: Enemies 
Shipsro' draw off, from the 'Coafts 
of : France.” Thattheſaid Duke of 
Orltans and Priace.of: Conde ſhould 
cauſe the foreign,Troaps-thar-were 


- 'about Bariey bo ap nn ies jo 
y/ and -u* 


the Frontiers: of - Flandery, . 
nice their Souldiery to che Army of 
Turenne,.and la Ferie Sexcterres and 
all - thoſe; who were -\furrher..off, 
within the [ſpace of,” fifteen /days-: 
declaring; that thoſe ; wha .ſhould 
fail co perform iathe ſpace of three 
days the Contents. of this Amneſty 
Ghanld reap no benefic þy. it, | from 
5131 which 
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which kis Majeftie only excepted 
theCrimes committed betwixt par- 
ticular perſons, , which were to re- 
main as before without other alte- 
ration. ; 

This Amneſty with fuch an Ex- 
ception at the end of it, was efteem- 
ed only as an Artifice by thoſe that 
cid not defire- it : though for thar 
time'irrovk no eff, ' for it was 
pabliſh'd abroad, thar;nor includin 
thoſe that, had fought in duel, bs 
aſſaulted the Town-houſe the 4. of 
Fuly, . ir reſted in the Will of the 
King to chaſtiſe' whom he 'pleaſed; 
under colour of this Delinquency, 
yet it creaſed not to leave an im- 
preſſion in many, who, underſtand- 
ing the cavil 'introduc'd by" the 
Princes, and © the Frondeurs, were 
much offended, having always be- | 
lieved, that when the”, Carditial 
ſhould be gone, the Princes and the 
Parlement would have caſtthem- 
ſelves at the Kings" feer, Bur al- 
though 
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100gh. thoſe, with the- Frondeurs 
hai no thought to receive the ſaid 
Amneſty ,. though ic ſhould be 
made in the forme they deſired, ne. 
vertheleſs they feined themſelyes 
zealqus for the. publick good, fhew. 
ing them(elyes very well. pleaſed at 
the Cardinals departure, The Duke 
of orleans and the Prince of Conde 
went afterward to the Parlement, 
where it was, concluded to preſent 
the King their :thanks for ſending 
away the Cardinal , and the Sove- 
reign Courts, and the body of the 
City ſend Deputies to, the King-to , 
the ſame effe& , and-to compleat all 
that was neceffary for the welfare 
and repoſe of the State. 

A little after, the Parlement re- 
ſolved to defire the; King again to 
return'to; Paris, and the Princes de- 
clared that they were ready to lay 
down their Armes, ſoan Anmeſty 
were granted them in good forme, 
making the . ſame Proteſts _ in. the 

py __ Chamber 
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' Chamber of Accounts, and. Co 


| he had perfeged every ting, and 
© 
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ere 

| ; 8 
of Aids. The Duke of Orleans. | 
diſpatch'd a Courier to the- Duke 
# Anville his Friend, and a Mini- 
ſter of State very dear to the King, 
and moſt faithful to the Queen, to 
obtain of his Majeſtie Paſsports 
for the Deputies that were ap- 
pointed to negotiate the final 
Peace : But 4 Azville having kept 
the Courier a while, ſent him back 
empty, becauſe it did not ſeem de-,_ 
cent, for the King to enter into 0- 
ther Treaties,fince by the Amneſty 


expe ted that the' Princes ſhould 
raddenly lay down their Armes, as 
they had formerly declared to. do, 
ſo Col as the Cardinal was gone 
fromCourt. D' Anuwlle writ with-. 
al another Letter to. the Duke of 
Orleans,. importing, that .he'belie- 
ved the Paſsports would be granted, 
if they renewed their requeſts di- 
re@ly to the King himſelf, which 
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being done, a'Pasport was granted 


to theMareſchal a Efampes to come |, 
ro Court, not as a Deputy, but as 


a meer Courtier ; and at the ſame 
times {ome ' {ecret 
were'renewed betwixt theSecretary 
Gonlas, the Marqueſs de Chaſteau- 
exf, and the Dutcheſs of Atguil- 
lon, the drift of which was to take 
off the Duke of Orleans from the 
Cldjon *'with Conde , they, clearly 
rceiving , that the Declarati- 


ons that he made to the Par- 


lement and the -Coanrt were not {1n- 


cere, while at the. ſame time that - 
he profeſs d himſelf ready, for the . 
Peace; he proteſted at Madrid and. 
Brofſ:{s that he would always ad- 
here to the Crown of Spin,. and 
hold en the War, negoriating like-. 
wiſe in Enelend ro ger aſſiſtance to | 
defignes ; and' there- 

fore it cohicern'd them to rake a+. 
way his Helps and Aſſociates in 
Fr axce, without which he would 
en AVU remain 


is de 


carry on 


Negotiations 


= anne * _ 


r- main "ola bu apfain of the 
King of f.Sp », 4hd b ATT 'to do 
oe Shan a Kingdom more po- 
rent then any other, when united, 
\. | and obedient ro its King. 
' | ln the meantime t Troops of 
- |} che Princes remain'd encamp'd on 

the other fide the River Sene, be- 
: | rwixt Sureune and Se. Chand, expett- 
© |} ing the ſup ppies which were ſent 
bim from F axnderr, but thoſe fruic- 
ful hills beiag full of A peyrſss 
- | and the Grapes be infing to ci 
- | the damage which the Soul Souldiers 
f didtothe people, was very grie- 
vous, by whoſe Solljcitation they 
- were drawn out, to the end of the 
Suburbs. of St. Yiffer, where in 
qirenns themlelns, they fell to 
blows with the Citizens, that were 
npogthe Guard at the ftreet end, 
where four or five intiabirants, aufl 
fifteen | or. twenty Souldiers were 
| flain, which help'd ſo munch the 
F. more to augmem the diſcord a- 
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vaitd*Þ by 1 676% by rezurnt 
Paris without unqueftion'd' ſecuri. 


ty, that he Mould nat 'be. detain'd 


ang, this. was one bf the 


Re 
Arkin Apectdtiy y recqm this nded d | 
' the Quieen* in his abſence, wt Fhick 
| he particularly gave in "charge t 

a: chat 


the Abbot Army on ol Wine” 
the Kings Arm ghrro go k0.0 
of 7 St nders Sk 
whe marching 4 he Pi 

Fe5, and if they We t60 weak 1 
tha 


E 
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thax entery 
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from Paris, and fortifying chem: 
ſelvs with good trenches, bro 
Fe: ' provil ofts that oma 
and orfier* neig Foe ces, 
a, ould *p ein abp 
means" of the Rivet, "where _ 
king aſtay, the Enemles tro0 h 
conſe vence muſt lodg e'them Pe mY 
thereabouts , * ſo that PA Souldiers 
ſackino and, Pill ing the Cour: 
and robbing a killing all- 
ſhould paſs Org way, without comt- 
ing to a rupture, or- ſhewing 40y 
fuch intention, ' Paris would be jft- 


Fe 


 voly'din a very troubleſ@me' fiege, 


and the Princes 'rendred odious; a 
being reputed the principal occaſion 
of /all thoſe diſaſters ; and thus car- 
ryins on 'rheif intelligence with 
their loyal friends inthe City, the 
Parifiens would be brought 'with 
greater facility ro rake fit ar io 

P 2 Ons 
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ons. to'free them from their miſe- 
ries, which ,could not. be done (6 
long as they. were deprived. of the 


Dima 
This was che greateſt ſtroak the 
Cardinal could give, and ic is cer- 
tain that this, Maxim duly obſerved 
promoted the ruine of his oppoſite 
Party z for Pars could not free it 
ſelf "EF the hovering ruine, with- 
out ſending away the Prince of Cox- 
de, whoſe fall was moſt certain, be- 
eauſe ſtaying there with the BY 
he increaſed their miſeries, whic 
ſtirred up the peoples hatred againſt 
hims and, by retiring himſelf he 
loſt the ſupport of ſo rich and pow- 
erful a City, with ſo much the 
more prejudice, as that he wonld 
be foxc'd to retire to his places upon 
the 9/2, quit the Realm,and throw 
himſelf intothe arms of the Speni- 
ards. $35 
Upon the news of the Cardinals 
departure out of the Kingdom the 


M1- 


; Miniſters of Spsi/® were; not a little 
: troubled, becauſe they perceived 
c by his removal the . Male-contents 


had no more pretext for what they - 
L did... Taking their: meaſures there- 
; fore to affiſt (bur not ro ſtrengthen 
Fl roo much) the Party of the. Prig- 
» | ces,two things-were propos'd : Ohe | 
was to adyance with . their whole 
Army, and. forcing the. Kings Ar- 
my. from about. Pars, keep thoſe 
Citizens faithful and united to the 
Princes, . The other,to amuſe that 
Party and the people of Pers ' with 
reat hopes, bur little effects, ,thac 
by: cheic* ſeeming; affiſtance iz42l 
b- 


* - 


mighe hold firm-in their precen 
ons, and-redoubling, their diſobedi- 
eace and injuries againſt the Courr, 
be finally neceſſitated ;to declare a- 
gainſt the King,z ſo that rendering 
themſelves . unworthy of favour, 
and affrighted with the thoughts of 
chaſtiſement , they would endea-» 
vour to preſerve their Uſurped;Au- 
| 6: P3 thority.. 


342 Nt "Tye 'Hiltoiy"of © 
thoxity. To: the firſt 'Propofition 
were oppoſed the imminent'dangers 
that'the Courr' ſeeing themſelves 
redbc'd to, ſhonld be for to'grant 
To the rot aig ts," which 
with (much fervency were infiſted 
on by their friends and partakers, 
Neither did 'the other ſeem conve- 
nient in'that ' preſent confuncture ; 
for whitn' rhe Princes andthe Pit: 
lement ſhbuld" perceive” chem ſelves 
_ depriv'd of the hopes and promiſes 
made them by the Spaziards, know- 
inthe were not able to ſabſiſt by 
* Paris done} (whith'wds Wayeriiig 
Eveh In the 'begintil &26f fe Ul 
ot)” they would? be "conſtrain'd* to 
regulate” 'themſelyes'as* Neceffity 
ſhould counſel ther es Ben t 
thofe conditions'rhactizd! beer #- 
xeaU offer vp the” Ac- 


' them": 


&&tnmodation': 'ſothar by either vf 
theſe ways they apprehended they 
= not much' help forward their 
os, which they had ipropoſed 
Flo - i 


**87 


ro-themſel ves upon'the eotfinuaies 
of the civil troubles ins France. Em- 
bracing- -therefore '# third covaſel, 

thep:reſobvediee cauſetheir Troops 
romd vatice, kijowing that iPthe!Pa- 
rifens” did not continue: firm | they 
ſhould at leaſt encourage the Mar- 
rial«and\ haughty' thoughts-of* the 
Prince of Coxd6, whormaking war 
id Frame 25-firft Pines of "the 
Blond, andeſtecinedonevftheVa- 
liantelt: of —__ he: conld* not 
bur: much itgouble and; annoy" the 
contrary ry Pape \Nfbereſorc" Fit 
- $2 anj/igand Lovein: Troops began to 
overowaruds ther TR mf. 
ber fi! 3000 Horſe, under (Prince 
Ulderick of Wirtemberg, 6.0ther-Re- 
giments of Horſe | conducted by rhe 
Chevake#. te Gniſtj arid 6000-i1Loy- 


rajners with; theig: Dake; who all 


rogether formed. an Army of about”. 
x4 0@0 combarents. Theſe thought 


ries chemfelves into the, Poſt of 
| < 


_—_ yl Gtargts Hub were, pre” 
4 


vented : 


$24 :"CheDiftozy of; 
vented by the' Mareſchal Twrenne, 
who (according. to the Inftrudtion 
of Cardinal Mazarine) bad already 
poſſeſſed ir, and; intrenched himdeif 
_ there 'with, the Kings' Army, and 
caſt two Bridges over the Ri- 
vere; >: 
The Spaniards, the Lorrainers, 
and the Troops of the Princes,quar- 
tered round about: the Country., ſo 
that the| Souldiers of | both Parties 
ſcouring. the Camwpenis 0n all fides, 
Pars remained gy by their 
own friends ';/ wherefore the: Citi- 
,2ens daily prefſed the! King to. re- 
_ turn t6:P4ris.z who-anſwered, he 
was ready (o to do, if the Duke of 
Orleans would canſe the Prince of 
Conde to retire: to his Government 
of Gujenne, the Duke of Beaufort to 
his Caftle of Aer, /and the ſtrangers 
onr of the Kingdom. 

The Cardinal 'de Reatz took the 
advantage of theſe favourable:acct- 
"dekts;' and''with. 'ithe Dutcheſs: of 
229902 % > © Chevreaſe.. 
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Chaſteannenf, Conde's E 


 hiza ro the, Court, - that fo remain-- 


might hinder \the; returh of "Maza- 
rixe , . and having, ruified the Fary 


this was the onely true cauſe__of- 
All. che” -Cahballs: of -theſe Lords, 
tor they-H; | 


: -- % 
: "3 Lo 
*. "© 


the Mar ueſs. 'of- 
1emies, .en- 
e Duke of 


- 


©. 


zavoured to ſeparate t Ke Ol 
orleans from the Prince, ard unite 


- 


ing together near_the King they. 


A. 


of Conde, .get the; management © 
Afﬀairs into their-own hands, © And 


had no; ill will againRt' Chi 
Kings ſervice z onely thought" to | 
do it handſomer then  Mazarine did, N 
who was hated by many as a ftrad- 
ger, and not beneficial. . ,', 
Yet notwithſtanding the trgubles - 
of. the. Court, the Kings Trodps - 
went on .with-che Siege of Moxte- 
roud, and took it, obliging the Die- 
fendants to yield ic up for want of 
Proviſions. | 
Brifac was likewiſe pt into the 
Kings hands by ab Marehal as 
- * (A; #< 


Mes be. 


thir Mace by 


vers," who 
of Ks 
br: * 2 0 TRA 


the” Tarrigues. 
YN 


he pl 


' 


. r eter hl he was Ek 
Foes . enees tar 'thito' That Fbj. 


{1 ef, ah ſaid there ſome time; till 
wo os " a the Money he Fad 
(axis cane & Hh e, Kings" Army 
he, Kings Maza- 
A ug and 
ordered the matter' fo dexterouſly, 
ed Count 4 Hattourt -refuſing 
the Offers of the' Spayjardr and Im- 
R/. 4 returned at. laſt to his dune 
nce...- 
7 OC Plinces in the mean time 
* proſecuted their deſign, to ſtreight- 
en ſo the Camp of Turenne, that: 
. forcing them to quit the Poſt they 
might fight him, and deſtroy him 
. by the Tuperiority of heir For- 
ces. 
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10 Taredte:ftard there with mich 
den, hoping td weary ; ont the 


Fg gingten cope _ 
n n & :arive. away - 
the kg Dn — <4 


Pope pemaduor ib ND 
tes prbceddad amt and: Tre- 
AJerverleftthey thould: receive any 
propryer Rr roy the _ 

ng 91 allifides;overeuns b -- 
| pre ve 1Shicfly fonna-the trow-- 


;oaterpciws—xr ibour choca _— 
without dangtr.of-being wobbd and 
killtd;; Upon:'theſe; Klorders. the - 
Towneſmen began(to: t equentahe | 
Afemblies more then ordinary,-;tÞ 
_ deviſe how-ro free themſelves from. 
theſe gedeon$miſeries. . | | 
The 5th» of - - September i it was re- 
ſolved:.qnin-the Town:houſe -to - 
ſend ſorne of the: Body, of the- City - 
ro ſupplicate the -King- to come. to » 
Parit. . Por. the ſame effect the - | 
j __Clergy/ 


338... 'OhrYillvjyals1c> 
Slergy-: likowils deptitedifome of 
heirs andzhe CaxdigatideReiz was 
eboſew cheiv 91 AS 'Coadjuror'' df 
area wrt ae 24Hewenvin'a 
-very {plenal $e,and:made a 
-moſt Jeqnn raw wrheirMaje- | - 
#ieb;|xxhovthng Icheorroretcurn to 9 
Paryys: Themetive ob thighs 20. | - 
ing {as the reporthvent)was'to gra- 


tie the Par/ſent in their defire for - | 
the Courcsmerurn;oro-paih the cre- | - 
diras Mediatot, of fo grear''a:ywork | 


forthe univerſal good;and drawing | : 
advantage” by? Mazdrpnes abſence, | / 
render himſelf neceſſary at:-Court, 
gain 'the' Kings ;favopr, and b 
means of the Dake of orleans make - 
his: Way. [1 fi>111 G Mm 25min 
The Kings anſwer” was iff gene-. 
ral, and like-to the others formerly 
given to thoſe” that went upon the 
{ame account's which: was, thar 
he was ready'to grant their” requeſt 
whenſaover! the *Encmies!of the 
peblick- 'peace ſhould! be driven 


a YY af y J 


o 


-awdy > And-this way the reſult and 
!drifa-ofothes Gourt 1{accorainge; $0 
"the nUxfice of, Maziarwe)::t0 utr;up 
'the-City-2gainſt: the:;Princes,. who 
though theydaboured ajl they.could 
-r0 mthathenk untjerſtand{ythab,the 
»Ainnefty/civen at Portege was: full 
- of (Prevarigation;.ihey-couldingtfo 
- Prevail but: che major part! 2ccept- 
edit, and not onely iD Parmgin but 
'alſoin Werdcanx incauled ſome di- 
3 Fpurs. y[1Tos exuep.charrbel Princes | 
"of Cyaxde,nthePrindgeob Cowy,othe 
:\DutcheſsvfiUongnewille;atidborbers, 
. Dn CLIN this '! remote. Gity; [their - 
\ Preſthce and {Anthotity - ptevailed. 
The oewi\Cannrih:'of the: Oanicrs - 
determined \not5tq- permit! bj; any - 
means the Parlement to accept it, 
without the conſent of the Prince 
of Conde. The Bowrdelows were in. 
this point more reſolute and cons - 
**Fant, beca1ſe the Kings Army in. 
Guienne, wanting a General after 
rhe aeparry © of the Count i Har- 
$1.57 


/- whe vittojy of 


bs hopaged (encourdg 
by OToupt: EY to:crecbve 
places pofſciſed:by 


ed there: 


_ I 6wns-and: 
the ſaidCount FH meourt;eſpc 
Troops beibg'grownlafic 
ent; they let: Arſon; at- 
ſedy. Wherefore 
provide anv- 
"the? © lie, bythe 'Counftl; of Aftg- 
'S4r396Hhie Government of the Army | 
- and'the Province-wdzcortfeaired:on 
the: Di ke vfiC andates ohely Son! 
»the.\Duke »0611Effernon, r Agnes g 
 Prige&ſprightly-and genetods;:46d 
valiatif iaboye ar Ka who under- 
.rook'divers Emerpriſes; and finally 
- conftaitied! rhe Bowy aloe 10 return 
{to -oppaypontemeragd DN | 
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a3 a Tthe:ſaine timp.ithe Duke 
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» LEE - oo 

a O be[me, » WAQ: WILL e 
8 h Govergoury bat; by EET: 
1 | :King'iwaskepe- my fr in;Berr)s; 

. becanſe: havsng\promiled.Has: Ma- 

| zeſty not/td!g9 int9; Reg/enes, With- 

out his Permiſſion, bur to; Ray at 

Paris henorwichſtandipg,afcerwards 

under colour of -goipgt his eſtate, 

e | - went outof the way with deſign, (as 

it was difcovered: by: Myz4rine,) 40 


foment. the ſeditzon begun 4h the 
. City 


— 
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"with 
| mas chic nont 


"rerx 

; his for-in-law;' he was ſer: of Fo - 
; begitining-- 
and was permitted to:ſtay in Peri, 
and ar” Coutt,' keeping all this 


1--The Diftojy of .- 


= of Tolon , tie impriſog- 


.. with the ence_of the 
Duke of Mercewr , and the di- 


retion of Cardinal Mazriue,Toloy 


Was reſtored to Its Nb obedi- 


ence, 


bers -46 4 


Me ah the 
Province OD q kepe in peace, 


which , was: C, $8.5 
fedirion?and:'rroubles. The 


: Ditke of '4#gonleſwr temaingy.pri- 
4 bur; mig 


e Kits belb aſſured by :the pro- 
ifes'and' go0d! /intencivns' of the 
Dutchef his wife,and by the in- 


tion of '\rhe Duke of 


r 


of "Offober + following 9, 


while the Patents'of Governour of 


Provence x but few months after be 


paſſed't toanther/life, and with his 
death his Family was extinct. | 
At the, fametime th 


threatned. 


hat ! the, £ Car- 
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dinal of Retz, with the other. De- 
puties, of the Clergy, were com. 
pleating. their, bufineſs with their 
Majeſties at Compeigne,' the Depu- 
cation. of. the: Commons. of Paris 
was ſent; back by the King, with 
the-Anſwer which followeth. .. . 

Thar bis Majeſty always preſer- 
viog a-gracious incliaazion, for. his 
good: City of Paris s: and havin 
perfedt knowledge of their -fideli- 
ty; and. diſpoſition to, his ſervice, 
and their due oþedience. did ſuffer 


an-onipeateny grief jof. hearc,; to 
underſtand the on, which: 1 


vaderwent; [a particularly fince 
the fourth of Fol, all ſeeming to 
be perverted, which he had endea- 
yor'd,to make; known his! right in» 
centions, : in-oppvfttion tothart ma- 


lice. and: 'violence; through -which 
thoſe Canflagrations,  Maſlacres, 
_and other ſtrange effets had taken 


place, for no other end then to turn 
2w2y  bis' :faithful'” fubjets, from 
Vicms: their. 


744 *Cpovitoyot ics) 
their obedience, 'that"the Officers 
and” lawful: Magiftrates were bas 
| biſhed, the Governour; the Prevoſt 


of the Merchatits}\the Deputy add 


others'colfipellUrd flie' away, 'td 
ſecure their! own "lives; in whoſe 
room'the Authors of rheſe attempts, 
for their recompence, were placed; 
new =y Fs "were matle: contrary 
to the' K = Prohibition , Taxes 
laid up0dh'the goods of 'the Citizens 
and people,” - whilſt thoſe- of the 
Villages and Countrey: were ſack'd 
- 2nd-ptaridred with alevinernyand 
inſolence, 201R3199o vdr batiitbn 
Be 'Maje ſy hat: done all 
ings pof 
nA tor a iy 'to- reſtore 
them totheir [[former: liberty, and 
to preſerve? them fromthe-miſerics 
of 'the Warz''p ranting: rhe» Princes 
leave honourably 'ro lap down their 
Armes, and-return: to their. obeds- 


ence; 'bur thuy; inſtead: of: refting 


'qQuier, 'had-called! together.an' Af- 


ible; even to the preju- 


ſembly 


mk 
eb 
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m * - - 


title'0r legal-c aradter ;, this ro.de- 
4} 15 1! SO 131410 J3ath. 
lade che "p ople with a; pretenge,.ot | 
deſiring peact,.*az the ſame time 
that t hemſelves refuſed. it, declariug 
| that they. could not accept of the 
Conditions-, offered them ;_ whenas 
there Were no others: then; the very 
ſame they ;had demanded, that far 
from any.thoughts of laying down 
their Arms, they had cauſed a; part 
of the 'Spamſh Army; to, draw.n 
© Paris, to which they had J0) 
theit 'own troops, wich cls n..t 
| rt, 


mainrain”rheiruſurped Authorit 
and to ſhare betwixt the enemy and 
themſelyEs the 89083 of the 50 
\ mJ .14 ; * int ini *Y >. 
ſubjegt. Thar, ey had JA Orel 


ſter inferpr tation up09n, thole Ti 

þeratidns' which the "King. had 
3» 7,07 HH, Jr la. ma $416 4818 A 

m44e, and did fill ,make to pre 

ene EIves of his CER ie | 
May rites, by getting them vnt, of © 
Ul AT. Ve That he” lived in 
1228 


greateſt 


H% >: OOO: > 
greateſt impatiency, till. he ſaw: a 
poſh bility of reftocing that Noble 
City to her ancient ſplendour, to 
that plenty eujoyd in the firſt 
years of. his Reign, the Trade 
there, and the Parliament re-eſta- 
blifh'd, and to honour it with His 
Royal Prefeace, not only for his 
own content, bur alfo for the ſatis- | 
faction of all his obediene ſabjeRs'Þ 
Thatinthe mean time His Maxcſty 
would be much ſarisfied,thata good 
number of Officers and Inhabitants 
did come to him,. byt conſidering 
that the Body of the City was. 0- 
Yer power » guided, and com: 
pos'd by the Adhereats to the 
Princes, who came contrary to the 
ordivary cuſtom into the Aſſembly, 
held on the fifth of that moneth, . to 
hinder that nothing.elſe ſhould be 
concluded” on but what contributed 
tewel to the War, having by ſach 
defigns turned away all 2qod. reſo- 
lrigns, - which might b&ge beg! 
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taken there,to;oblige the Princes to 
lay down their. Arms, | and; return 
to their daty z he neither could nor 
ought to authorize that which was 
determin'd in. their . Preſence, parti» 
cularly inthe preſence of,che Duke 
of Zeaufort and Counſellor Breſſell, 
| principal Authors of all theſe diſ- 
| orders z without offending for 
| ever the publick liberty and fecu- 
rity, He did therefore declare the 
aforeſaid Aſſembly. null, invalid, 
and . unlawful ; and conſequent] 
could not grant the Paſsports whi 
were demanded for them whom 
they had deputed z but free leave 
ſhould. be given to any particular 
men, which were diſpos'd to come 
and ſee him, whether they were 
iſtrates lawfully eſtabliſhed in 
cheir Charges z.. or other. publick 
Officers, Citizens, Companies: of 
Merchants, or Inhabitants of the 
City, who ſhould be courteouſly 
heard upon all matters which they 
would repreſcnt, T. 
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' De Pietre, Who had been Tear 
by the 'Aſtembly, Bring 'recurn{ 
with this Anſwet' to Porir, "whete 
the troubles daily 'more "and more 
- encreafing, (nor only by*the Com. 

er + cette, bur alfo 

Ve mage done to' the coun- 
rey round abvir,'which'was made 
a ſpoil ro both {Armies with in- 
ſupportable licentioufiie(s, * efpeci- 

2lly of the Zorr liners and Germans, 
Wh6'becaufe they were ſtrangers, 
thought they might do any Ping 
though never ſo extravigant) the 
Parifiens underſtood how nigh their 
toral' and irrecoverable ruine did 
approach , Eſpecially colifderiv 
'that'the' time of ſowing ' and the 
"Vintage was very near, wherefore 
they began more openly and with 
greater heat (fomented 'continu- 
_ally 'by che ingenious Artifices of 
' MaSirine; to :fenew- the Nego- 
"tration ' with” The 'Court/*'by the 
 racansof Cardinal de Ref£, of the 
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rhe ofteh, rep I Proſe Sof = 
ep inteuti go the 'Peace, pr 
- Reade" 6 5/9 PAs wn be he 
, Puke + Pra and others,,*he 
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19v28%e* bx, PRE the' 29. of 

 Septembtr \ir thefe ters. © «ff 
"Phat * in *unterftood" ith 

ner comPorte H 8 . in qite(s 
ojeu[t'!, Fvourable'in- 
Be Sari Th x wards 


*the peace, he'th 
liged! to fore her 
ec he alſo, oh 


IF ob- 
> lines, 
the 


cher pH Ye 
liret's, and a[ttfou Ve 7 fub- 


hey 
jeq of” their ; Requeſts which of iey 


nz 


$1 _ , 


e Re! mehe. co be the 
_ ol oe t he did pro- 
$990 Wit incerity, of at the incli- 
nation which. he hath always 
had to, honour her, Majefty, which 


was.one oth che princ ” Reaſons, 
and ;rhat there could never any 
thing happen, which, ſhould upon 
any. account ever _ alter thac zeal 
and reſpeR, with which he decla- 
red himſelf her moſt obedient Ser- 
Yant..._. 

 Arthe ſame time the Court of 
Aids, through the /ſecret manage- 
ment:;of Mazarine found an expedi- 


ba to] AlegGs at Pomtojſe, in con- 
rmity t0 8 $ Ic fa)... 
The Kings oriens labjecs in the 


mean-while, did not ceaſe to con 
trive how to draw themſelves out 
., of theſe. trogbleſom- diſturbances. 
_ The Biſhop of Amiexs, ;and ochers 
_ naving made pa ably evident to 
their icnds, an d choſe that knew 
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che igte of ABairs , the neceſfiry of 
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ſome ready and fit refolution to re- 
ſtore to Pars the (plendour of the 
Kings Authority, obſcured and da- 
maged by the -pretenfions of the 
Princes, and the artifices of the E- 
nemies to the publick good , the 
24th. of hom 3: they held an Aſ- 
{cmbly of between four and five 
hundred perſons'in the Palace Roy- 
al, where the Counſcllour Prevoſt 
appeared, who was in perfect intel- 
ligence with Cardinal Aazgarine, 
and conſequently. with the Court : 
he preſented them a Letter of the 
Kings, in Which he declared that 
His Majeſty had a very great deſire 
ro come to Pars, but that he ought 
not to return {ſo long as there were 
Seditious Governours z he propo- 
ſed therefore, that all thoſe who 
were faithful Citizens ſhould take 
Arms, throw away the Straw, ſtick 
Paper in their Hats, go out into the 
Streets and cry Yivele Roy; and 
with one acc ord ſciſe upen the prin- 


Q cipal 


cipal places of the City, drive ont 

Te diſturbers,and fall upon as many 
- as ſhould oppoſe this deſign: this 
being done, the King would then 
{20n return. 

The chief Heads and principal 
Authors of this Company after the 
aforementioned Biſhop of Amiens, 
Father Beyrtaxt, and the Counſellour 
Prevoſt, who had all the ſecret and 
ordering of this Aﬀair in their 
hands, were the Sie#r Barby Con- 
troller of the Kings Houſhold, who 
drew after him many of the people 
about the Gates of Monmartre and 
Richlieu', the Sieur de Luynes, 
Counſellour of the Parlement of 
Metz, followed by divers Inhabi- 


tants of the ſtreets of S. Opportunt - 
and S. Innocent ; the Sieur Borgon, + 


accompanied by many from place 
Manubert , the Sienr de Fay, Keeper 
General of the Artillery, ſtrength- 
ened by a- multitude of followers 
from the Suburbs of S. 4xthony and 

| . #6 


Cardinal MAZARINE. 34, 
S. Marcellus, and with a number of 
Bargemen and Workers of Saltpe- 
ter and Gunpowder z the Sjeurs de 
Bidal and de Yillais, both principal 
911k-merchants in the. Street de Fer, 
who drew after them the Young 
men” and the Silk-workers therea- 
bouts, and being eſteemed gallant 
men and liberal, were ſeconded by a 
great number of thoſe of that Pro- 
feſhon, le Sienr Brun, a Merchant 
of Tapiſtry in S. Dewi Street, fol- 
lowed by the greater part of the 
Neighbourhood , and from the pla- 
ces about the Grand Chaſteler, a 
man of a ready Elocution, the ſame 
who was cepnery afterwards : t9 
make a Speech to their Majeſties, 


F and who did it with ſo-general a {a- 


tisfaction; the Sieur Farin, the 
Kings Secretary,a Confident of tie 
aforementioned  Counlellour Pre- 
voſt, and of eſteem amongſt the 
Watermen ; the Sieur ae Mare, 
Licutenant to the Siewr Reghemlt 


Q2 Per. 
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342 _ TheYiſlozy of 
Perfumer in the Street of S, Hoyg- 
76, Head of a great Faction of peo- 
ple in thoſe quarters, and who was 
afterwards Author of thoſe inſolen- 
cies committed in ſeiſing the Prince 


of Wirtenbergs Baggage, as we ſhall 


relate kereafter; the Sjenr le Mi- 
coct, Lieutenant Colonel to Signior 
Thibul, who cauſed his Company to 
takeArms,and raisd a great number 


_ of people about the Palace Royal, 


All theſe declared that they met 
rogether upon no other defign then 
ro {earch out means moſt expedient 
ro procure the Kings return to his 
former reſidence, which place was 
now upon the brink of its total ru- 
ine without His Majeſty's Preſence, 
They made therefore joyntly a S0- 
lemn Proteſtation to obſerve per- 

te&ly thoſe Reſolutions which were 
raken, and to ſpend their Lives and 
Fortunes in maintainino them, to 
defend all in general, and every one 
in particular that ſhould be injured 


by 
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by the corftrary Party, and con- 
cluded this Engagement in proteſt- 
ing, that their aſſembling together 
was to-n0 Other end but the Glory 
of God, and the Re-eſtabliſhmenc 
of the King in his Lawful Autho- 
rity, after the manner of his Prede- 
ceſl9ars. | 
Ia this Aﬀembly although there 
met no more then between four and 
five hundred perſons, yet the A; 


herents Were Ry wat EOUS, ſhe 
c.. wompanies of Merchants did 


concur with them, and the greateit 
part of the Colonels, and almoſt al 
the Depaties of tne Town-houte, 
The true and ſecret end of this was 
to let the People ſee, that there was 
a powerful Party in Pars for the 
King, and to oblige the Duke of 
Orleans to grant. Paſports to thoſe 
who were deputed by the fix Com- 
panies of Merchants, and by the 
Colonels to go ro the Court and 
negotiate with their Majeſties ; 

Q3 which 
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which was refuſed by the ſaid 
Duke as hurtful to the Intereſt of 
his Party. This Engagement be- 
ing taken, fome propos'd for Head 
-of this new. Faction the Cardinal 
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men are *Jiiſpitcidus:/\who0mcir 4. 
with much artifice for thoſe Offices F 


which they deſire. At this news 
the Princes and all their Party were 


extremely troubled, foreſeeing thoſe 
Events which muſt needs - prove de- 
ſtruſive to their deſigns z they con- 
[1dered therefore of the moſt proper 
moans. redreſs theſe diſorders, and 
EEE mm 


4+ 


ampes Went 
from the 

Ralace Roy- 

; AF iflolve the 
; [1s Madas- 
it alſo to go 

her Preſenc = 


| adertakings, 
ad iormciiy 


$& occaſion ; 

thoughts ſhz 

phe. thereby 

Reputation, 

lvitedly, for 

they hadiprepard in tne Aſſembly a 

white Riband for her inſtead of the 
Straw which ſhe wore. 

The whole morning of the 24th. 
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which was refuſed by the ſaid 
Duke as hurtful to the Intereſt of 
his Party. This Engagement be- 
ing taken, fome propos'd for Head 
of this new Faction the Cardinal 
de Retz, as 4 perſon "ay fit both in 
xeſpet of his own Accomplith- 
ments, and of the great eſteem 
which every one had of him z but 
they who conſidered that this might 
be done to no other end,but to bring 
Mm into ſayour again at Court, 
which it 1 


O 
CT Iuvuso Nt 1 +heorep would 


be no further hope of ever 1ecuuy 
Mazarine return, did oppoſe it with 
forcible Reaſons , demonſtrating 
that it would not be convenient to 
receive any other Head, but one 
who was choſen. and ſent by His 


Majeſty himſelf, ſeeing alſo that for 
the moſt part the Aions of thoſe 
men are ſuſpicious, who ſollicit 
with much artifice for thoſe Offices 
which they deſire. At this news 
the Princes and all their Party were 

EX- 


on, 


extremely troubled, foreſeeing thoſe 
Events which muſt needs prove de- 
ſtruſtive to their deſigns ; they con- 
{1dered therefore of the moſt proper 
means to redre(s theſe diſorders, and 
ſtop that torrent which was coming 
in upon them, 

The Mareſchal 4 Eftampes went 
preſently with Orders from the 
Duke of orleaxs to the Palace Roy- 
al, to endeavour to diflolve the 


_ Meeting, but all in vain, Aada- 


moiſelle 4 orleans thought alſo to go 
thither, to interrupt by her Prefenc=: 
an1 Authority thoſe undertakings, 
as fortunately as ſhe had formeiiy 
done others upon the like occaſion ; 
but when upon ſecond thoughts ſhe 
conſidered, that ſhe might thereby 
very much hazard her Reputation, 
ſhe let it alone, and adviſedly, for 
they had prepar'd in the Aſſembly a 
white Riband for her inſtead of the 
Straw which the wore. 


The whole morning of the 24th. 
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of September was ſpent in theſe and 


the like deliberations, and the Aſ- 


ſ{embly adjourning till the next'day, 
every man was ordered to bring as 
great a number of his Friends with 
him as he could, The ſame day 
they {ent to the Court, to give an 
account of the good diſpoſition of 
the Loyal Inhabitants for His Ma- 
jeſty's return to Pars. 

The good effe&t which: this ACſ- 
ſembly produced was this ; Thar 
the Counſellour Brsſſe! knowing 
chat the Office of Provoſt of the 
Merchants conferred upon him by 
the violence and fury of the- people 
was inſubſiſtent, reſolved to lay it 
down voluntarily, to ayoid the be- 
ing conſtrain'd to do it by force , but 
declared that he did it becauſe his 
keeping it was: look'd upon-as one 
of the Cauſes which hindered” His 
Majeſty's return to Paris, The two 


. Sheriffs Gervas and Orry, who were 


put in in the places of the other 
wo. 


two turned out by the Duke of oy- 
leans, although they were counſel- 
led to follow the example of Bruſſel, 
would not conſent to it, maintain- 
ing that.their Ele&tion was lawful, 
being unwilling to loſe that Ho- 
nour'; but when they had better 
thought on't, and confider'd thar 
they ſhould be in the end conſtrain- 
ed td withdraw,they declar'd them. 
ſelves ready to ſubmit, ſo ſoon as - 
they ſhould know that the Kings + 
will and pleaſure was ſuch. So that 
the Town-houſe in this manner was 
at the Courts devotion, and a great 
part of the Inhabitants followed 
them, bewailing the miſeries and 
loſſes that ſo. many innocent. perſons 
had ſuffered by the extravagancies - 
of ſome few who were guilty of all 
theſe diſorders. 

The day following {2 Sieur ae. 
Yiewux Upper Sheriff, and /e Stewr de 
Pierre abovementioned, were defu-: 
ced to Court to keep on the Nego- - 


Q5. ation, + 
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tation, Tupplicating earneſtly in the 
name of the People for the Kings 
return. To render. what they did 
more authentick, and to encourage 
them to proceed, the Parlement at 
Pontoiſe mage an, Order in favour of 
the (aid Counſellour Prevoſt, and all 
thoſe who met or ſhould meet at the 
Aﬀembly under the ProteQion of 
the King and his Parlement , for- 
bidding every one of what degree 
or condition ſocyer in any wile to 
acknowledge the Duke of Beaufort 
for Governour of Pars, Bruſſel for 
Provoſt of the Merchants, or Ger- 
Vas and Orry for Sheriffs ; com- 
mancing theſe in particular under 
pain of being declared Rebels not 
to Exerciſe any longer thoſe Offices. 
He commanded further that they 
ſhould not receive or grant paſſage 
for Victuals or Ammunition to the 
Tro2ps that ſerved under the, Prin- 
ces againſt His Majeſty, 

This D:cree was reid and pub- 
liſhe 
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liſhed throughout Paris the 27. of 
September : | there was alſo fixed to 
all the corners of the principal - 
ſtreets a Manifefto of the Aſſembly - 
made. at the. Palace-Royal, the 
Contents of which were, that His 
Majeſties good Servants and Sub- 
jects there met together had no 0- 
ther deſign then to re-eſtabliſh 
Peace in the City, which could 
not otherwiſe be effected, then by 
the Preſence of its lawful Prince, 
and by driving out the Strangers 
and Diſturbers of the publick-: 
quiet, . 
To this Mazifefty was annex. 
an Edi of the Kings made at Ccom- 
Ptigne the ſeventeenth of the ſame 
moneth to this effeR, that His Ma- - 
j:ſty being informed of the Perſe: 
verance of the jnhabitants of his - 
e001 City of Paris in their right : 
intentions for his ſervice, and tor 
the publick good ; and of their rea-.. 
Cinsſs to employ all their pow+-r to » 
reducy-y 
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reduce things to their former eſtate, 


and to deliver themſelves from the 
 oppreſion. they then ſuffered under, 
by recovering their. liberties under 
his obedience, he granted leave to 
all the forementioned inhabitants, 
and to every one of them in parti- 


cular, and ordered them in caſe of 


neceflity to take armes, to joyne 
themſelves together to.ſeize upon 
thoſe places which they judged 
moſt fie, to . fall upon thoſe who 
thould oppoſe their deſign, to ina- 
priſon, the ſeditious, _ in. gene- 
ralro do whatſoever they ſhould 
judge neceflary and convenient to 
the re-eſtabliſhing quietneſs and 
perfect obedience towards the 
King, and toreduce the City to 
its Government, according to an- 
cient cuitome, by lawful Magi: 
rates under the Authority of His 
Majeſtic, who granted them all 
ample and ſull power to this pur- 
_ pole, 

| In 
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In purſuance of theſe good in-.. 
rentions of - the Citizens: it was 
concluded at the Meeting- of the 
ſix Companies of the Merchants, 
co chooſe ten-perſons - out of .every 
one of theſe fix Companies, and to 
{end them to Court, to- atteſt not 
only their ſervices and fidelity. to 


the King, but alſoto ſupplicate His 


Majeſty .to return to Paris, it being 
ſo univerſally -defired by - all his 
faichful Subjeas. The Aſſembly 
met again the -28: at the Palace- 
Royal, where the aforeſaid. Reſo- 
lution of the ſix Companies of 
Merchants being. propoſed, they 
treated immediately of providing a 
Guard for the City, that forein 
Forces might not be received in, 
and other Troops that continrally 
paſſed: to and- fro .and. to hinder 
the ſending ont of Vieuals and 
Ammunition to the Camp of the 
Confederates, and that they ſhonld 
{end to the Colonels to put this or- 

der 
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der punctually in execution, Their 
meeting at the-Palace-Royal was 
put off till the return of the De- 
puties, of the ſix Companies of 
Merchants from Court, at which 
time they: hoped 'to obtain the fo 
much defired and longed for 
Peace. 

He that was ſent to Court before 
<ing returned, brought with him a 
new peculiar At of Oblivion 
granted by the King to the Inhabi- 
tants of Pris, excluding the Parlia- 
ment and the Princes, as thoſe who 
by perverſe Interpretations had a- 
buſed the former. 

He brought alſo the Kings Let- 


ters to the Colonels, containing,af- - 
ter a fair Preamble, expreſs Order 


to k:ep ſtrict Gnard at the. Gates, 
not to let any of theSpaniſh, Lorrain, 
norPrincesForces to enter,nor ſuffer 
the carrying out of any ſort of Pro- 
viſion for the Enemies Army ; to 
ſearch through all quarters and 
houles 
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houſes where any. Souldiers of . the 


adverſe party might be lodged, and 


drive them preſently our of the Ci- 
ty; ſo that by this means every. one 
returning to his due,obedience,there 
right not. remain-any; obſtacle ro 
his Majeſties zeturn, afluring them 
that he would rake - particular no- 
tice of whatſoever they ſhould per- 
form in this juncture of Aﬀairs. 
The Princes, and Parliament; be- 
ing advertiſed of the Aſſembly, of 
the Mcſſage from the ſix Com- 
anies of the Merchants to the 
ah and. of the Kings Letter to 
the Colonels, the ſame day that 


they met upon the Duke of Beau-' 
forts Aﬀairs, concerning the duell 
' with the Duke of Nemeurs, they 


were all of them troubled, and fo 
much the more, by reaſon that they 
had no: received any. Anſwer of the 
Letter written, by the; Duke of 0r- 
leans to the Queen, although that 


the Duke d' Anville had given 
them 
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them notice it was "well received, 
and that they ſhould have ſuddenly 
afavourable Anſwer. 

They debated on the: prejudice 
which might happen to their party, 
if the.publick- and 'private Meet- 
ings and Aﬀemblies of the Ci- 
zens, tending to open ſedirion, con- 
tinued as they began, and conſulted 
how to remedy them z; but finding 
ſo many difficulties not to be far- 
mounted, ' they reſo]ved to ſend /c 
Sienr le Talon, Advocate-General.,to 
the Court to renew the- Treaty, 
and decreed to prohibit the Aſſem- 
blies, the wearing of paper or ſtraw 
in their Hats ; and they nominated 
le Sieur Menſnier and Leſne Com- 
miffaries, to take information con- 
cerning thoſe who had been the 


O . 
firſt Authors of the Meetings at the 


Palace-Royal:z and ſome: were of 
opinion that they ſhould ſend for 
le Siewr Prevoft to the grand Cham- 
ber, to give aft account to the Par- 


lament 
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lament of his aſfiſting at that Aſ- 
ſemblyz but this advice was not 
followed, moft being of opinion 
chat this buſineſs was too nice 
to be handled without ſerious con- 
{ideration. 

In the mean time the Sieur /e 
Vieux and Pjerre met the King at 
Mantes, where he was then arrived 
from Compejene by reaſon of the in- 
conveniences which the Court be- 
ean to ſuffer in that City, and to 
be nearer Paris, that by his Pre- 
ſence he might give more life to . 
the Negotiations, They produ- 
ced their Commiſſions with all re- 
ſpe&ful and affeRionate ſupplicati- 
ons, teſtifying to his Majeſty the 


rather of the people towards 


is ſervice, and to the re-eſtabliſh- 

ment of his Authority, They were 

received graciouſly,and returned to 

Paris the 28. of September with this 
following Anſwer. 

That his Majeftie was very well 

Gb pleaſed, 
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pleaſed, that it was the reſolution 
of the Communalty, to eſtabliſh 
the ancient Orders, and to put. eve- 
ry one in their due obedience: ani | 
commended the decree made by 
them in conformity to his Com- 
mands, not to ſuffer any ſort of 
Proviſion, Armes or Ammunition, 
to be ſent out to the Enemies 
Camp, or to permit any Troops of 
the contrary party to come into 
the City. That he was alſo well 
ſatisfied, that Braſſe/ had voluntari- 
ly laid down. the Office of Provoſt 
of- the Merchants, which he had 
taken upon. him contrary. to the 
Laws, - and in prejudice of the law- 
ful Poſlefſor ; and as for the pre- 
tended Sheriffs, who thought they 
might lawfully exerciſe their 
charge under pretence of leaving 
it {o {ſoon as they ſhould Know 
his Majeſties pleaſure, they could 
not be ignorant that their Election 
was very much diſpleafing to him, 
| ſeeing 


ſeeing that he had made it null and 
void by an Order of Parliament 
paſſed in his own Preſence, of 
which they had been ſufficiently in- 
formed ; and therefore he had rea- 
ſon to take it ill, that theſe pre-- | 
tended Sheriffs, after ſuch Adver- 


tiſement given them of their er- 


;rour, ſhould ſtill: continue audaci- 


ouſly to exerciſe thoſe Offices, and 
did therefore again command them 
to give up their places without de- 
lay,, under pain of moſt ſevere pu- 


-:tmenrs-dne to Rebels and; Di- 
ſturbers of the publick Peace, - 


As to his Return to Paris the 
ſubſtance of his anſwer was, that as 
ſoon as his Enemies (and thoſe who 
by abuſing hisName andAuthority 
to keep the people in diſobedience, 
had procured the deſtruction of the 

rincipal Inhabitants in the Town- 
Ya, and did ſtill make uſe of the 
Spaniſh Forces to keep them in ſub- 
e&ion) ſhould have lefr the Town: 
aac 
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could not for the future but Giſ- 


that then he would immediately 
return, having drawn right to Par | 
co that intent. 


His Majeſty added, that as he 
was. mucin contented and ſatisfied, 
that thoſe who had entreJ upon 
offices without a lawful title, and 
contrary to His Royal Will, were Þ 
diſcharged of their places, ant Þ 
from the Aſſemblies at the Town- || 
houſe; ſo he declared chat he 


approve and declare void and un- 
tawfnl whoaeſuy yi Avwulul DE aOne 


at their Meetings in the Preſence 
of the Rebels and their Adhe- 


"rents, if they continued to appear 


there, or did any. thing by their 
order, or any ways favoured 
their evil deſigns; of ' which he 
thought fit to advertiſe the Inhabi- 
rants, that they might take care 
for all things, as they ſhould judge 
convenient and neceſſary, afluring 
himſelf-that. upon theſe VAR 
they 
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they would .give good proofs.of 


their fidelity z of, which His Ma- 


jeſtie would take particular notice, 


| Ano o1VeE proot O his Royal orati- 


tu.e to all thoſe who thould be 
aſſiſting in ſo important an  occaſi- 
on, as the Preſervation of. the 
State, and the re-eſtabliſhment of 
the Metropolis of his Kingdom to 
its ancient ſplendour, 

While Afﬀairs paſsd in this 
manner at Court, they fail'd not 
at Faris to attempt all manner of 
ways the Accompliſhment of theſe 
defignes ; and the Citizens grow- 
ing daily more and more weary of 
the Spaniſh Troops, which lay a- 
bdur Poris, a part of the Duke of 
Wirterberg his baggage was plun- 
dred by the people of St. Honore's 
ſtreet, near to the Croix dn Teroir, 
whilſt thoſe who condudted it were 
buſie at ſome Taverns in lading of 
Muſcat and Spaniſh Wines for the 


Camp of the Confederates, 
"i Oe. =. -- ou 
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After this eict Order was pi- 
ven, that the" Gates ſhould be 
ouarded,: and-none of the Army to 
be permitted-any more to eliter the 
Town, eſteeming it a diſhonour to 


the French nxme, that the enemies 


. 


of their King and Countrey ſhould 
be" fee Tl 

Searfs in the Capital City of the 
Kingdom , whereat the Parlia- 


ment and Princes were extraordi- 


narily furprized, - perceiving ' that 
their Anthority becameevery hour 
more weak and languiſhing, being 
deprived of the aber of the 
people, and the Citizens in Arms 
but what aſtoniſh'd them more was, 
to ſee the device of the Straw ob- 


ſcured by the ſplendor of the. 


white Scarfs and Ribands worn by 
many of the Kings faithful Ser- 
vants. 

The Afembly at Palace-Royal 
was afterward advertiſed, that the 
Guards of the Duke of Beaufort 


WCETre 


ſickly in their red. 


were to £0 out to Convoy the' 
bread made at Goneſſe 3 a Captain 
of a Quarter being ſpoken to,' and 
perſwaded to caſt away his Straw 
as a mark of Sedition, and to 


take a white Scarf, the Colours of 


thoſe who wereLoyal z and threat-: © 
ned withall, that if. he did other- 
wiſe he ſhould be ſet upon, ſeeing 
that in the Aﬀembly it was reſol- 
ved to fall upon as many as. 
ſhould be found without Scarfs or 
W hite paper about them; and that 
they ſhould begin to execute this 
deſign at thegate of St. Martin, 
where this. Captain was” to keep 
Guard, who thereupon (and all his 
Company)very joyfully accepted of 
the white Colours, and drank the 
Kings health and the' Cardinals ; 
obliging moreover the Captain of 
the Duke of Beanufort's Guards to 
do the like, who going out at- that 
Gate were ſtopped, telling them 
that gone myſt go out there with- 
Our 
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_ that that was not the queſtion, buth 
that 'they muſt drink the Kings 


Aﬀair , but having underſtood the 


The Hiftozy of 


out Paſsports from his Majeſtic or 
his Generals:and that by the white 
colours ,they wore, they wight 
perceive they were the Kings 
SErvalits. TheCaprain aniwered, 
that lelad a i aisfort from the 
Duke of Grieaxs; they replied, 


OS 


hs of nd 


Health and return back again, 
which -he was conſtrained to do, 
the Souldiers making uſe of their 

Hats in ſtead of Glaſſes ; all this 

was done, and not a man of that 
quarter offered to ſtir, The Duke 
of Beanfort having notice, imme- 
diately took Coach to remedy this 
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reſolution.of the Aſſembly,he ſtop- 
ped at the Curates houſe of Saint 
Nicholas Pariſh, expecting while 
that Company ſhould come off the 
Guard. . 
After this beginning, there fol- 
lowed many happy occurrences and 
| : ore al 


; TA. : 
Pe. at 
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© oloreat advantages tothe Kings par- 
bitecy, many in emulation: of -one an-/ 
git other following this example. The 
ngFKing being very much fatisfied 
red, with theſe demonſtrations of their 
the S loyalty, -ro encourage them. the 
cd, more, commanded-upon the 29..0f 
vuthy September, that the-Paſſages ſhould 
nas be opened .for the conveying of 
10, þ Corn, Wine, Wood, and other ne- 
do, Þ ceflary Proviſions for fo, numerous 
cir 2 people, 'The Anſwer ,afterwards 
his whictrhe gave to the-ſix,Compa- - 
at Þ nies of Merchants contained, That 
ke His Majeſtie was very ſenfible of 
e- |Þ theſe new Teſtimonies of AﬀeRion 
1is Þ and Fidelity from his beloved City 
he I of Parzs,, and profeſs'd. himſelf the 
p- @ more ſatisfi'd in that he diſcovered 
at Þ in their looks the good. intentions | 
ile Þ of their hearts by the tears which 
he Þ accompanied their ſpeeches... ,; As 
to the new inſtances they.made for 
1. Þ his return to Paris, he, gave. them 
1d © the ſame Anſwer he had fignifie] 


at 
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to the Deputies of the Town- 
houſe-upon the ſame ſubjet , of 


which he cauſed a C opy to be de- 


livered into their hands, . adding 


_ only, That there was no need of 
applying themſelves any further to 


His: Majeſty for-- Peace, ſince he 
had already granted it them by the 
Declaration of the Amneſty given 


in the Parliament at Poztoiſe z the 


forme or termes of which oughr 
not at all to becenſared by Sub- 
je&s , ſeeing that the moſt guil- 
ry and blameable, with perfedt 
ſecurity, might therein finde the 
Pardon 'aud Oblivion of all their 
Errours;but that they ought with- 
al to oppoſe them who were the 
caufe of the continuation of the 
War, and made their advantage by 
it: and chefe were the only perſons 
to- be- complained of , ſecing that 
Hts Majeſtte for his part upon theſe | 
occurrences had out of his incom- |. 
parable-goodneſs granted (without 

any 


fan eeprion) wh whatſoever as pre- 
: rennged mO. or gelired;" when the 0- 


thets,had'l6 often's ohe back from 
che word 1s NBA «ck ma- 
7 kin ufe ſtil1'of the, Royal Aurho- 
I the great prejudige of His 
| "and d.the' tl, c Ogriauing 
aries &otr ry; "td Pe, 
n ahd ef ifh The'deC fared Bae: 
» mites of the. Crown, | Keeping the 
Ir Com tal City of the Kingdom in 
> obuat rar and V1- 
1. _ ſatKirg #nd Yijns; the 
F; Frenth by * Pk Lab, ; T2! ,to 
'h evk Hah, ' mate defblare.and de- 
ſtroy' d France : ahd therefore it be- 
þ. | ing the "Intereſt of all the. IoRabi- 
F rants, © td put SR ro theſe At- 
he þ ders i0/tþ hat City, ke hoped tar 
oy | they would apply. chemſetves. "With 
| all diligence to reſtore her. ro” hier 
| former ſtare, notwirhftanding;the 
of pphofitc trof thaſe who were eue- 
| theppblick! goed, "heeid- 
ed" this "MEf cb: with 4 demand 
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which he made them to tr 
good | intentions, Li as a þ 


oſt 
mg en, oh FI 


in their. Offices 
Prevoſt of "the erchants, and the 
SON Pekng Mt been: Fern. he ONlt, 
Whic one, bis Majeftie 
would preſen y 3g: 

obſerved ih the Town-houſe z al- 
ſuring the fix Companies of Mer- 
_ Chants of his entire, arisfation, 
 good- will,and rota. 

"The Princes, the arliament, 
and the whole; Faction were very 
much diſturbed at this Meſſage; 
and as they clearly ſaw that thoſe 
of Paris had changed ofa minds, 
and moſt - earneſtly, ſought. for 
Peace, . which was,not.. a ;little. de- 
Rructive to their. deligns,. they ap 
plied, themſelves with, all induſtry 
to finde out: Regs ro oyercome the 


King gs Arwy by.force of Arms 
| RE: hem bh Maſters, of 


: cls 
uſineſs 
- Was, That 
d- re-eſtabliſh 


"the qvernour, the 
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Field ,- CGE this the only 
way to maintain themſelvyes' in '?2- 


'f-ris, while ic nt bon wars of 
I 


that ſupport which on” all occah- 
ons it might receive from*the Kings 
troops. 
But to return to Mazarine, who 
arriving at Sedan, and from thence 


| at” Bovi/lon ont of the Kingdom ; 


there wanted not perſons who in- 


| terpoſed for the adjuſting at leaſt 


of the Duke of - 0rkaps with the 
Court, SS 

The Cardinal Je Zetz, and the 
Marqueſs of Chaſfeanneuf, promi- 
fing to themſelves, that if once his 


Royal Highneſs ſhould return to 


Court, he might by degrees regain 
His Majeſties favour, , and taking 


his place again in the Council they 
ſhould not be left behind: To this 
end,with the conſent of the Duke. 
of Lorrain, the Marqueſs of Saint 
Lambert was diſpatch'd to. the 
Court to begin the Negotiation. 

R 3 But 
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But the Queen and the Kings 
Officers, ,who were attent_ypoa the 
return of Mazerine and their own 
ſecurity, could in no wiſe conſent 
that the Duke of orleans, a Conk. 
dent of the Prince of Coxde's and a 
Confederate of the Spaxiards,ſhould 
meddle jin the Government, conſi-| 
dering that if the Duke of orleans, 
with Nis followers and Adherents, 
ſhould infinuate themſelves into 
the Aﬀairs of the Kingdom, ther: 
would be more danger then ever of 
eiminiſhing the Kings Authority, 
tor the ſecure ſupport whereof it 
is requiſite, that no Officer of State 
ſhould cepend upon any other then 
the King himſelf : for theſe by di- 
miniſhing* the credit of others} 
would endeavour to diſpoſe of all 
things after their own fancies, 
threataing- whomſoever ſhould op- 
poſe them to turn all things up- 
lide down again. \, 

The Prince of Conde, who wa 
engaged 


engaged with the Duke of Orleans 
by thePromiſe ofMarriage b:tween 
his Royal Highneſs his Daughtr 
and. the Duke of Angaien, and 
thought he went hand in hand 
with him;zthough he was left out of 
the. Treaty , might in time alſo 
have made his Peace with thoſe 
advantages himſelf defired, and the 
Duke of orleans had promiſed. 

Mazarine ther:fore making pru- 
dent refl:zxions upon couſiderations 
ſo-nice, who though far from the 
Court, yet directed all things, -was 
yery ſenſible how inconſtderate ad- 
vice this muſt be, that expoſed the 
Government to the will and di(- 
cretion of others, which under an 
abſolute Monarch will admit of no 
Companion, 

TheſeAfﬀairs being thus on foot, 
the Princes and the Parliament 
ſtood much upon the Point, that 
the Act of Oblivion granted by the 
King di4 not contain a full abql- 
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tion and pardon of what had been 
done in the laſt five years paſt, 
nor was expreſſed in thoſe termes | 
which were defired, vjz. in gene- | 
ral, and without: conditions, but 
ſerved only for the inhabirants of | 
Paris, with defign that- if they} 
were once ſatisfied, not to matter | 
much the Princes-and Parliament, Þ 

They urged therefore, that the Þ 


King ought to give full and- irre- | 


vocable Authority to the Duke of | 
Orleans to forme another- without 
any exceptions, to be ratified in 
the Parliament-of Paris, where the 
Counſellors gone to Poxtoiſe ought 
to appear, and this to be done in 
the Preſence of the King himſelf; 
for this cauſe the Parliament met 
often, ſome Letters were writ by 
the Duke of orleans, the Dukes 
Amville ani the Marqueſs of St. 
Lambert negotiated with the Kings 
Council,. and many things were 
done, the particular relation of 
which. 


| liament in Pais being 


3% 
a 


Bur Cardinal Mazarine know- 


ing how prejudicial this would be 


ro the Kings Authority, by his 
Adyice the granting of' Paſs-ports 
was abloti Ay dent to rt 

nated” by ' the” Parliament, already 
eclared inyatlid, * holding firm to 


! their firſt reſolutions ; fo that Af- 
| fairs remained in, the fame; poſture 
_ Sar firſt, each! party endeavouring 
| to uph-1d their! own, opinions.” 


The chitd? off 08554 the Par- 
aflembled to 


ied to' thoſe de- 
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which would 'be r60 tedeous. 


hear what News the Marqueſs of : 


St” Lambttt bronght © from the 


Court , two Watermen were laid 
hold of, who cri-d'lond; 'Gid breſs. 
the' King and Cardinal Mazarine ;. - 
. and were ſeconded by many others, . 


they were led to thy prifon of Can- 


ciergery;” ahd Order given totraw © 
| as Ally a- 
ozinft divers others,” 'who cried tie 
{ame in feveral ſtreets of Paris, £1- - 


up-. their: Indiftment 3 
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ving,out that ſuch kind. of Fellogs 
were ſet on, by ſome that. gave them 
money,on. purpoſe to moye the peo- 
ple to {editipn.; .. - | 

This, .News being, brought w þ 
Court, ang. befdes. char, the Par- | 
liament continyed.. to. proceed a | 
2ainlt ſome: of thoſe who; met at Þ 
the Aſſembly in,the Palace-Royalz | 
the King. with the Advice, of His Þ 
Counci apela Decree upon the | 
fifth of 0Fober, by which he can- 
cell'd and annull all the aforeſaid 
pretended. Fogeecbngs, informati- 
ons, andorders, publiſhed, or to be 
publiſhed, impoſing : ſevere penal- 
cies! upon the Commiſſioners or 
Judges that, . ſhould proceed any 
further, commanding all the Inha- 
bitants of Pgris to execute His 


arge, 


my was at Fillene 6 
| __ prefſed has 


upon by the Troops of. the Fringed 
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and their Confederates, who: were 
ſuperior in number, . and ia danger 
either to be forced as they lay, or 
ſet upon. in their retreats ſceing 
that for want - of proviſions and 
forage: many both men and horſes 
died. This troubled the Court 
yery much,and above all MAazarine, 
who was the cauſe that. the Army 
put themſelves in that place, and 
doubted ſome ſiniſter event, the 
winning of the day conliſting in 
keeping the Kings Army near Pa- 
ris, by which means thoſe Practi- 
ces were ſomented, which were 
managed by the Cardinals cirecti- 
ons in that City in fayour ct the, 
King, | 

The Princes, who underſtood the 
importance of this buſineſs, and 
thatif the Kings Army ſhould pre- 
ſerve themſelves all their deſigns. 
were ruined, omitted nothing, <i- 
ther to overcome them, or recuce 
them by famine and ſufferings " 
th? 
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the utmoſt deſpair; but che nearneſs 
and delightsof Paris, together with 
the {ickneſs - which- hapned to the 
Prince of: Conde, Wirtemberg, and 
many other of the Principal Com- 
manders, - (which may be truly at- 
tributed to an effe&t of the Divine | 
Providence) was the break-neck of | 
their-party z- but beſides the fick- 
_ neſs of theſe Princes,the Dukes of F 
 Loyrain and Beaufort, and moſt of 
the other Chief Officzrs, with: a 
conſiderable number of the beſt 
Souldier-,were alſo in the City, as: 
well for the ſuſpicion they had thar 
the Citizens might riſe, as to ſee 
what was moſt expedient to be done 
in this wavering condition of the 
inconſtanc «people, and tired out by 
the long continuance »of theſe di-: 
ſturbances.' Mareſchal Twrenze, a 
no leſs prudent then valiant Cap-/ 
tain, ſtood always vigilant to oþb- 
ſerve thoſe moments, which oppor- 
tunely taken bring great advantage: 
t 0 


( nal MAZARINE. 377 | 
to thoſe who know how to'make 
uſe of them in Warre z and being 
| advertiſed of all that paſt, after a 
ſhort Conference with his Col- 
league the Mareſchal de /a Ferre 
Sencterre, he refolyed to get out of 
rheſe treights; .and bring his Ar- 
my into a ſecurer place, and more 
proper for their ſubſiſtence. 

Having - cauſed therefore the 
Baggage and Artillery to paſs over 
che Sene OFfdber'q.in the night,up- 
on the*Bridges of *Boats which” he' 
had there, at*break of 'day he dif- 
camped with-ſuch order and filence, 
that the Army was got over” be- 
fore they were diſcovered by the E- 
nemies Sentinels, - '-- -- | 

There was no* other General-' 
Commander lefr -in the other 
Camp bur- the. Count de 'Ta- 
vennes, © who' perceiving (though 
late) the March of Tarenne, cau-: 
ſed preſently to- ſound to Horſe,and- . 
' put his Army in order to. follow 


him, and fight him. But the Ma- 
reſchal 


_- 


reſchal continuing his march under 
covert of the River quickly arrived 
at Corbeil, a place held by the King, 
where paſſing the. Sexe over the 
Stone-hridge, very: happily and to 
his great reputation he withdrew 


 himlelf from-all danger, and encam- 


ped upon the River Marne, between 
AMeanx and Lagyy, getting proviſi- 
ons for his Army from all the neigh- 
bouring Country ,, and. obſerving 
the motion of the. Enemy: with (0 
much ;adyantage to His Majeſties 
Intereſt, that this ation (becoming 
a great and expericnced Command- 
er) was acknowledged to be.the (a- 
ving of the Kings Pazty,, and one 
of the moſt celebrated a&s of this 
Prince and true Maſter of the arr of 
War, 

This blow. þroug ht extraordina-. 
fy confufion. ;and aſtoniſhment to 
the Princes, | particularly to the - 
Prince of Conde, who thewed him- 
ſelf very. much. grieyed at the ne-. 
gligence | 
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-ligence of his Officers, reprochigg 
TT as.if he had lot bis ſenje 
of Heari {ayngs If he had been 
well, ſo tavouraple an. accaſion 
ſhould - never, have, elcaped his 
hagds ,... þux there bcjng .po help 
for things paſt, and Forrune chang. 
ing, being weary of faying in + 
midſt. of Confuſion, and ſo-many 
different, Humours, upon, the 7th, 
following the yhole Azwy of the 
rinces.drew. /up-at the. end of the 
Suburbs of S. Axtheny,and, encamp- 
ed near tothe.Caſtle of Fincennes, 
to. keep Pars in awe. The King 
and Court: were a'ready come to 


 Mantes to paſs. the Sene,(the Bridges 


of Poiſſy. and. Mev/au being . broken 
down). and ſo to. go forwards to 
S, Germais., With intent to enter 
into Pars when Aﬀairs :ſhould-'be 
brought to chat paſs towhich they 
ſeemed to tend every day. more and 
more. The Fariſens were reſolved 


to-free theraſelves of theſe miſcries 
| before 
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380 | ; 4 J . ſoy of 
: before "they, wete/ trrecoverable: 
Wherefortfollowing one anothers 
example ;*and ' concurring in , the 
ſame-mind, 'as Fortune abandon'd 
the Princes; ſo* they inclin'd more 
and$moretothe Kings fide; , The 
Prifice VE Conde therefore percei- 
ving that the tempeſt which threat- 
ned tim was near at hand, and be- 
gan to provide for his, own Ny 
& his Afntics bywſthdrawing wit 
all ſpeed from'P ar; Andbecauſe'by 
his depatture-and the Kittgs return | 
they foreſaw the quiet of Paris, and | 
the- recalling of Mazarine', 'many 
ftrove'to ſecond the fifing fortune 
of that Miniſter oF Stare; and even Þ 
amons the'Printes'own' friends;up- | 
on this tarn of Fortune, ſome <chan- |þ 
ged their inclinations, andin parti- 
cular the Countide Chavieny, © © 
2 Everifince the Cardinals return 
into Fricehe had thonghts of cl6- 
flag with- hit, conſidering or 
| ; is 
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his Enemies were not able to ruine 
him at a diſtance , they would be 
leſs able to do.it when he ſhould ap- 
pear at Court, and be Maſter of all 
affairs. 
Belides, at this time the Coadjutor 
was made Cardinal, his capital E- 
nemyz who might (he feared) be 
made chief Miniſter if. Mazarine * 
was kept out. He reſolved there- 
fore to come to an agreement \with 
Mazarine, (0 as to oblige him z; and 
that his Authority might be limit- 
ed. He entered therefore upon a 


ſecret Treaty for. adjuſting the 


Prince with the Cardinal, and re- 
placing of Conde, there cons? an 
apparent neceflity of making uſe of 


E himzand that he might live quietly 


| pices, ſo in the end he found himſelf 


atCourt,theywould find means thac 


he ſhould not only preſerve his For- 
tune; but increaſe it. 

But asit is not always . eafte- to 
walk ftreight between two Precz- 


de- - 
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deceived in his Maxims, on the one 
ſide while he thought himſelf (e- 
cure ; on the other, for whether it | 
was that he was reſolved to forſake | 
the Prince, as he was accuſed, that | 
he was. not Loyal to his Intereſts, | 
or whether he would have neceſlita- | 
ted him to. make peace, by perſua- | 
ding him that the Duke of 07leax: | 
would otherwiſe conclude it with- | 
out him , or whether indeed he | 
preferred his own and the Courts 
Intereſt before the Princes, he made 
theAbbot Foxquet believe, to whom 
the Cardinal committed the ma- 
nagement of this affair, | that if the 
Prince did not. conclude the peace 
upon thoſe terms which he chought 
reaſonable, he would fo order,it that 
the Duke of 0rleans ſhould quit his 
Party. The Letter which Fonquet 
wrote to the Secretary Tiller, to in- 
form him of this, was taken by one 
of the Prince's party, and ay 
celivered into his hands, who 


per - 


Cardinal MAZARINE. 383 


perceiving that-his confidence was 
miſplaced in Chavigny, complain'd 

of it to perſons who were not much 
Chav:gnys Friends, and that in 
terms injurious to his Reputation, 

th would not openly fall out with 
ime. 

The noiſe of this being divulged 
about Pars, and increaſed by the 
malice of thoſe who were engaged 
1 the ſamediſorders, obliged Cha- 
vieny to juſtifie himſelf to the 


Prince. ata Conference held be- 
. tween: :them, from whence he 


came.out {o mortified and con- 
cerned , for having dealt with 
a Prince after this manner, from 


whom he had received. ſuch high | 


Honours , 'that returning to 1s 
houſe he threw ages io de- 
ſpair upon his bed , and alter 3 
Feaver of fix days, encreaſed by 
the paſſions of his mind, he died 
the 19th. of. ofFobey. 


; end of Ljon de Bowt- 
This was the lier 
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titer; Count de Chavieny , in the 
44th. year of his ageza perſon who 
for” being related to the deceaſed 


to His Majeſty's Council at 19 
years old, at 24 he was made | 
Secretary of State , and at. 34 | 
Minifter of State, had the care 
of the moſt important affairs of | 
the Crown, and after the death of | 
Lews XIII. he was nominated Ple- | 
nipotentiary for the Treaty of 
Avunſfter ; a perſon - of a ©: quick | 
Wit, a haughty Spirit, of a'rea- | 
dy - Judgment, and. coyetous of 
Glory and Greatneſs , . to pro- | 
cure which he ſpared no In- | 
| dnſtry, | 
| In-the mear- time the Parlement 
and the Aﬀemblies at the Town- 
houſe met often upon the occur- 
rent emergencies, where all the 
well-wiſhers to the publick thought 
themſelves obliged to deliver. the 
poor Country people from the in- 
ſolencies 


Cardinal Richlies was admitted in- 


Cardinal MAZARINE, 36; 
tha folencies, of the. Souldiery., . and 
ſed deſtroyed and waſted, eyery, things 
"© Upon the 9th. of. 0Fober .in the 
| Afembly held. at the: Town-houſe 
divers were choſen and depurcd to 
go 'to Court, and. to- intreat, His 
Majeſty again to return..to, Pary 5 
but becauſe His-Majeſty did not ad- 
mit of publick Meſſages from. an 

; Aſſembly where the Duke of .Beay- 
of = fort (pretended Governour of Pars} 
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The whole Body of the 27;li}s of 


Paris was alfo refolved for Peace; | 


and knowing/ that the preſence of 
the King was:necefsary for the con- 
{ummaring of it, they made-choice 
atthe ſame” time of 250 perſons, 
Colonels; Officers, and other Inha« 
birants} to go "and render-their die 
reſpects to His Majeſty, 'atid 'to'en- 
treat him thathe would honour his 
gcod City of* Pars with - his re- 


turn.” + Theſe 'Officers having, gi-' 


ven-notice-of this tothe Court, and 
defired the aceyſtomed 'Paſports ; 
they were immediately granted, and 
the King *himfelf wrote to them, 
with Orders to'cqme to $, Germuns 
0b, 14. whete the intended to be 
that night: andhefides this Letter 
to'all in general; heſent one inpar- 
ticular to every Colone], 'in which 
he thanked them for the affetticn 
and goodwill which they "expreſſed 
to his fervice.” 'He wrote alfo' to 
the COMER G5 
| them 


py ES Athens” Coos G24 op > 3; 4 +” > toe ber, fe S © 
2k. 0 ww 
$46 B = - 


Cardinal MAZARINE, 387 
them to call a general Obembiyy 
and to reſtore to their Offices. the 
Prevoſt of the Merchants and the 
Sheriffs, which had been turned 


The Prince of Conde ſeeing. by 


| | all theſe changes that his longer ſtay 
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at Paris would be to no purpoſe,and 
that every thing was in readineſs to 
receivethe King, he reſolyed to ha- 
ſten his departure. "The Duke of 


"| Lorrainalſo took leave of his Bro- 
# ther in Law the Duke of grlears, 


upon the 11th, of 9ober, to follow 
his Army which were on their 
march not far eff z but at his going 
out of S. Martins Gate the Guard 
ſtoprt him for nor having a Paſport 
from the Communalty, and were 
very near giving him ſome affront, 
for ſome of them reproching him 
for all thoſe evils which had hap- 


ened to France, propoſed to have 
him impriſoned and detained till 
his Forces were out of the King- 
dom, 


338 _. . The Hillozyof- 
dom, and. he had given, ſatisfaRion 
for the damage they had done. to 
the Country about: but this was Þ} 1 
not put in execution for the reſpe& 
they bore to the Duke of orleans; I 1 
but they gave him a thouſand in- W- } 
Jurzous © wards',, and” the next I 
morning they permirred him to des If « 
part tipon His Royal Highneſs IQ | 
command. .. The Prince of Cond It | 
went away.two days after,together WW | 
with the. Ddke of, Mirtembere, the in 
'Ddke'df Rochefocant, the Prince of 
'Taraxte, and many other peeſons of | 
Quality, who reſolved to take their Þ | 
Fortunes with him. At his gong 
away he ſaid as he pafled. throug! 
the {treets, Fhat the Parifens hoped 
for the return of the Court, but that 
would not end the War, - He went af- 
terwards towards Rheims, a great 
City and Metropolis of Champazre, 
with intention to lay hold of what 
he could in that Proyince,, that .he 
' Might the better winter there, wp 

fa. co rats er 


_ to believe, that he could by, the 


der the Prote&tion of Stensy and 
Mauſon, two places upon the AMoſe, 
which held for him. 


Ar his departure from Peris he. 


left a printed Manifefto, in which 


he ſct forth how much he had 
done for the publick, and in par- 


| ticular for the Parifiens, exhorting 


them not totruſt to the Court,” and 


force of Arms have conſtrained 
them to make Peace. 

Conde therefore and all the Of- 
ficers of the Army, having , thug 
abandoned Paris,upon the fifteenth. 
following, the aforeſaid Coloaels 
and Officers went to St. Germajws, 
Accompanied with two hundred 
Citizens more, who joyned with 
them upon the way. 

They had a favourable audience 
in which they expreſs'd the gene- 
ral deſire of all, to ſeetheſe miſts 
cleared up by the ſplendour of ' his 


Royal Preſence, and aſſured His 


5 Mas 
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Mijeſty 'of their inviolable faith, 
and-- entire obedience , engaging 


faithfully their word, that they | 
would be all in armegupon any oc-| 


caſion ready. to ſpend their live 


and fortunes in his Royal ſervice, | 


beſeeching him not' to refuſe them 


this favour, 'but to be rouched af} 
their ſighs and 'tears*, proceeding| 
"fromtheir fſificere- and zealous de| 


-votion : "proteſting to him finally 
that he ſhould finde- nothing fron 
"them. but due obſervance, and 1 


« perfe&t-propeniity to make good tht 


- 1Chara&ter which they bore of Fi 


* moſt hamble and moſt faithful ſub 


ec = 
The Kiftig Anſwered them wit! 
_ -. his own mouth, that he ſhould Þ 
mindful all his life-time,of the (e 


vice they had done him upon tÞ: 


occaſion, and 'defired them to 


- always aſſured of his affe&ion; a 


that althcugh the diſorders, ſtir 


up by thoſe who were: revolte( 
_- mig! 
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mighs, oblige him to take ſome 0- 
ther journey, Job nevertheleſs ſee- 
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ing they, had fo great a deſire, he 


S was reſolved to go with the firſt oc- 


caſion to Paris, and would fig- 
ni fie,to the Preyoſt of -the Mer- 
chants and the Sheriffs, what he 
thought neceſſary to that effect ; 
the Deputies gave him thanks, and 
did their obeifance to their Maje- 
ties ſeverally, who were pleaſed 


r0 receive them with teſtimonies of 


extraordinary fatisfaQion, 


After this they were treated 


with a Dinner, and had leave 


to depart to Paris, with (6 
much joy of the people, that ſce- 


| ing them paſs through the ſtreets, 


and hearing the News of the 
Kings ſudden return, they loaded 
them with benedictions, and deaf- 
ned. them. with their continual 


| ſhoutingsof 7jve le Roy. 


The ſame day that the Colonels 


-went to St, Gerwaiiis, his Maj*"y 


S 2 betorc 


-.. . 


90 The Þiſtozy of 
efore he” left "Manes, "anſwered 
the Letters which the Duke & 4» | 
ville Lad delivered him from the |} 
Duke of orleans, ro defire an Act | 
of Oblivion in better forme then | 
the former. . the Contents were, 
that the King did not ' deſire any 
further Declaration from the faid 
Duke, - it being ſufficient if he | 
made his word g00d which he had | 


O | 

1o' often given. to Jay down his 
Arms, and ſend the'foreign Troops 
to .the Frontiers thereby to free 
P#ris, his Majeſty having nothing 
more 0 do, ſeeing he had already 
publiſh'd a General Amneſty, and 
fuch an one. as the moſt ſedirions 
could not find what more to adde 
ro it for their ſecurity, and leſs to 
pretend that it ſhould be regiſtred 
at Paris, {ceing that it was dont 
publickly inthe Parliament .vr Pox- 
to:ſe, ſo that his Majeſtie having 
auticipated all that the Duke de- 
lired of. him without any re(crva- 
ci00 
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tion, . there remained nothing bur 
that he- on his fide ſhould perform 
his Promiſes. And that therefore 
his Requeſt for, Paſsports was ſu- 
Prius: and from the-purpoſe, 

ecauſe it tended- to no other end, 
but to gain time, till che Spexiſh 
Troops commanded by the Duke of 
Wirtenbere, . were drawn near Paris 
to joyn with thoſe of the Prince of 
Conde, and to amuſe the people, 
whilſt that another Body of the 
Spaniſh Army, under the Command 
of the Prince of Zigze ſhould ad- 


 yance into che, Kingdom z, which 


Forces-were deſigned to Keep P aris 
in that ſervitude, under which it 
now ſuffered, and to hinder His 
Majeſties Return, 

So ſoon as the Colonels .before- 
mention'd, were departed,it, was ya- 
riouſly debated art theCounſel,whe- 
ther- the . Court, . according as they 


. had reſolved, ſhould return to Paris 
-, or no-, They who apprehicnded ſome 


danger: 


» oe PAO EE DAM IS pi -;- 7 | 
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danger of receiving affronts, by | 
realon that there. were . ſtill divers * 
ill- affe&ed perſons, ſaid, that there 
was nd cruſting to the people, who | 
being always inconſtant, are aptto Þ 
be led away with every Novelty, | 
and to forget all Promiſes; and Þ 
therefore tliey, ought ro'walk cau- | 
rioufly ro ſecure themſelves from | 
falling into new Co pot : 
The greater part of the Coun! j# 


. was of this opinion, adding that Þþ 


| © 
they, ought not ro truſt, choſe who Þ 


: had deceived them. {a often, 'or to Þ 
_ think to finde Faith amongſt po | 
ſons, who with ſuch bruitiſh: inſv- Þ 
lence. had ſhewn' themſelves un- 
Faithful ; char ro forſake the King, |þ 
and now again to forfake 'theirÞ 
triends,. whom they had ſo often 
proteſted” neVer to leave, was .anÞ 
Argument of an inconftancy »Þ 
. which was as eafie tg promiſe, 358 
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Cardinal MAZARINE: 393 
His Majeſty and his Officers, ha 
rendred it ſelf unworthy of the 
Preſence of the King -and, his 
Court, neither would it be well 
thus by the eafineſs of the Paxdon 
to encourage ſubjects to. commit 
new miſdemeanors. 

But Prince Thomas of Savoy, 
who had the chief Management of 
Aﬀairs, and who being a Stran- 
ger, examined matters with no 90- 
ther paſſion then that of ſerving 
their Majeſties diſcreetly, weighing 


the prejudice they might receive 


by letting ſlip out of their hangs 
ſuch _ favourable opportyniries , 
propoſed aud maintained,, yet with 
the Advice of the- Cardinal, that 
they ought to enter into the City 
without loſs. -of time, and drive 


. from thence, the principal Lea- 


ders of the ſedition , and as the 
Princcs had mad?s uſe of the ;fa- 
vour. of the people to. ſtrengthen 
their party, /{p the King ought.to 
-— mu - 


is 


394 The Hiflozy of 
do the ſame to overthrow their Fa- 
ion, | 
 __ Mareſchal Turenye was allo of } 
' 'this opinion, who conſidering that | 
theCountrey at ut Paris was walt- | 
ed, and the Ki:.25 Army not well 
provided for,repreſented to them the 
neceflity of i © themſelves Ma- 


Ners of Paris, in reſpec of the a- | 
bundance of all things there; and } 
that the King might be ſaid to be | 
without his Crown, ſo long as he ſl 
was deprived of that potent City. | 


The opinion of theſe Princes, of | 
{0 great reputation and experience, Þ 
overcoming all Argumenctes produ- | 
ced by others to the con rary, was 
at length unanimouſly received ; 
and the rather, becauſe both of 
them aſſured their Majzſties upon 
their words and lives, that they 
ſhould be” received with all teſti- 
monies of affegion, and that the 
Citizens, to waſh off that ſpot they 
had contrated by what was paſt, 

h would 


would with fo much the, mare | rea- 
cineſs/procurenthe ſacigfaction of 
the Egure, asghey had; before a&t+ 
Ed to:its diſpleaſure, -,.. > | : 

ln order to this;the Mareſchal of 
the Hoſpital,- rhe. Prevoſt of the 
Merchants, and the Sheriffs, being 
reſtored to. their- PJAces, followed 
the Collonels to Paris, thoſe of the 
contrary party endeayored to hin- 
der-their entrance. into the, City, 
perſwading them, that there. could . 


{ be noſecrrity:for their perſons', a+ 


mongſt thoſe people, who had their 


| very-names in abomination. The 
- | Duke of orleans in particular told. 


them, :that-not-being able, to pro- 
miſe them any ſecuricy, / they.oughc 
to.confider towhat danger they ex- 
poſed themſelves; but theſe threat- 
nings took no effec, for:they bing 
formed of .the 'good intention of 


. the people; to receive the King, 
- doubted not bur; ro-þe welcom allo, 


and therefore freely entred, 
FP "SS 3 - 
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do the ſame to overthrow their Fa- 
lon, 


theCountrey about Paris was waſt- 


«&d, and the Kings Army not well | 


provided for,repreſented to them the 
neceſſity of making themſelves Ma- 


Ners of Paris, in reſpect of the a- | 
bundance of all things therez and | 
that the King might be ſaid to be | 


without his Crown, ſo long as he 
was deprived of that patent City. 


The opinion of 'theſe Princes, of | 
{0 great reputation and experience, | 
overcoming all Argumencts produ- | 


ced by others to the con rary, was 
at length unanimouſly received 


and the rather, becauſe both of | 
them aſſured their Majzſties upon || 


their words and lives, that they 
ſhould be received with all tefti- 
monies of afﬀfe&ion, and that the 
Citizens, to waſh off that ſpot they 
had contracted by what was paſt, 

would 


Mareſchal Tarenye was alſo of | 
this opinion, who conſidering that | 


"_I_w_W Cy Cn” 
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would with'fomuch the, mare ;rea- 
dineſs/procurenthe anielh 10N of 
the Egurt, asghey bad; Tonk adt- 
£d to.its diſpleaſure, -... - 7 

In erder to this;the Mareſchal of 
the, Hoſpiral;- rhe. Preyoſt of the - 
Merchants, and the Sheriffs, being 
reſtored to. their: pJaces, followed 
the Collonels to Paris, thoſe of che 
contrary party endeayored to hin- 
der--their entrance. into the, City, 
perſwading them, that there. could . 


be no ſecurity for their perſons! a» 


moneſt thoſe peaple, who had their 


| very.names in abomination. The 


Duke-of orleans in particular told. 
them, : that: not-being able. to pro- 
miſe them any ſecurity, ' they.oughc 
to conſider towhat danger they ex- 
poſed themſelves; but theſe threat- 
nings took no effec, for;they bring 
wformed of the good intention of 


. the [people to receive the King, 
- doubred not biur/to be welcom allo, 


and therefore freely entred, - 
Of 2 iN T. he- 
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epr ac Lowvieres > j to -Counſel. | 
Four: 7 9v ! cand-Orders 
Tere pl a chrouh all: the Rireets 
yaiters-of 't eGiry y, £0 keep 


: tefeo quier,? [and' in obedience | 
King . | 


'Afﬀeer is His Majeſtic ordered : 
the Parliament of Pomoiſe, to be at | 
Paris updnthe' 22 ene; + in the | 
Palace 'of 'the? Pownyey 1 where he | 
defigned to"lodge for his igreater | 
fecurity, the King' of Zygland who | 
lodged” there rerioving t (the Pa* Þþ 
Jace-Royal,/ hewrote alſo/to the Þþ 
"Communaley to advertiſerhem;that 
"kiS'\Entranceſhould/beion the ſame 
day, and that therefore they onght | 
"to take away the Guards from the Þ 
' Gates;'and 'a}l ther Inkabicanrs fall Þ 
tothe Exerciſe of their ſeyeral Pro- | 
'fefidhs iid -traffick; 22which was 
| preſently done, T0- Mudewaifelte 4 
Orleans y 
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Orleans, it, was lignified,  thar the 
Kings Brother, intending ro, logge 
in her Apartment in, the Lovyre,, 
was therefore to be leftfree, which 
ſhe ſubmirred to,with ſome diſplea- 


a þ Neſmond declared that he had re- 
ie ® ceived a Letter with, the Kings - 


ie || Seal, and that His Majeſty had ſenc 
er © the like to cach Counſellogr in 


0k particular, in. which they were ap- 
4+ | PRigpes to meet on the morrow 
Y. orging at .the LZovare, there to 


It underſtand His Majeſties pleaſure 
l concerning the preſent Afﬀairs, 
If The Duke of orleans replied, that 
| he knew nothing of it, and ſome 0- 
ther Counſcllours, about twelve in 
-pumber, ſaid, that they had recei- 
ved no {uch Letters, with much re- 
ſeatment and paleneſs of face, ,per- 
$ ns CO; © —_ 
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rotally.” ruifted, and thuſe of the 
_ Kings Party.being called ro givein 


their. opinions., they gave their | 


voices . for the. adjourning of the 
Parliament to the Gallery of the 


Zovure, although thoſe who, had. 


received no Letters from His Mt» 
zeſty, as the others had, and that 
Knew themſclyes not to, be in fa- 
vour, endeayoured to oppoſe it, re- 
preſenting the prejudice the Privi- 
e 


dpes of Parliament might receive. 
from this unaccuſtomed Novelty. 


EhePrefident Neſmond made it ap» 
ear, that the King was Maſter to 
old it in what.. part of Paris he 
pleaſed, alledging that formerly in 
the Reign of Hinry the ſecond, and 
Henry the third, it was held'in the 
Tourpelle, and iiithe houfe of Saint 
Pani,and that the Chamber of Va- 
carions had ordered the Canopy of 
the Kings Lear of 'Juſtice to be re- 


mcved into the ſaid Gallery, and. | 
En they 


ceividg that all their defifns were - 
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chey oupht' to obey 'to 'this the 
mX#jor part conſenting, 'theyi de= 
rexrmined to meet the'' nexr!' morn- 
ing by Sun-riſe in their Scarler,' at 
the place appointed, UEs 

Upon the 22, -of o#ober the 
King departed from St. Germain, 
dined at Rxel, and from thence ſear 
the Count of” Nogent to the Duke 
of "Orleans to giver him- notice of 
the Kings journey, and 10 exhort 
him, as from himſelf, to come:and 
meet the King, and do his reſpeRs 
to him, aſſuring him" of: His Maje- 
fties favour and kinde reception. 
The Duke of Orleans was (urpri- 
zed, not thinking that the Kit 
would-in earneſt come- and tr 
himſelf in Paris, where the inqui- 
etade of thoſe ſpirits who had ſo 
highly out-raged him, was not yet 
appeaſed, but the effec confirined 
how fallacious thoſe defignes are 
which are founded upon the incon» - 


ſtancy of the multitude, naturally 
20Þ: Hi " inclined 


| inclinedtofollow.whay flies them; 
and flie-from;:thar; which ;follows, 
them: He anſwered Nogert coldly, - 
and deſired eight days time to con-: | 
fider of it, for he could not, nor. | 
wonld- not do any. .thing without 
the Prince of Conde, with whom | 
he was bound in a tri. League of | 
Friendſhip. The King being come | 
to. St. Clow, hearing nothing of the | 
Duke of- orleans his coming 10 | 
meer-him,-.but' rather that «6 
was little appearance of: ir, he ſent | 
the:Duke | 4 Anville for the ſame 
purpoſe to him, whereat the Duke 
was: much perplexed - with two 
great »Conftderations; On the 
one-ide, . he was touched with re- 
morſe, that he ſhould deny his Af+ 
fe&ion and-due reſpect.to the King 
his Nephew ; on the other ſides his 
faith & fairdealing with his friend 
the Prince of Cox4e, would be called 
- mqueſticn by.;all the world ſhould * 
he proceed,in this/perplexity they 
4:4 QIE. 


fore avraiiihs teidbved; nosrtp) fir, 
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andiiris thoighd thatt he; rok this 
reſoloriowby Ge Counſel of-:Garn 
dinal'dt'\Retz;whopromiſed to bims 
ſelf, that if the Duke were reſglyed 
toſtay: in 2P8ris, he. might-mwake this 
party:Nrong! enbugh--2ga231t> the 
Court bythe great: number pf-pers 
ple , :his dependents and follqwers;s 
but whether the-Duke could not, or 
would not-:;ent2r upon this; deſign, 
the Propoſttion:was rejected; av ſhall 
be gelated i: ii 20 Jt hh of 07 244544 
- - Aoigreitt» 8u@bet: of ./Pexſons: of = 
the better. ſort,-:helides all che! Ob 
ficersahd Magiſtrates went .out.to 
mect the Kinp,;angd::returned with = 
-bim the fatnemght tors: 1 His 
!Majeſty' age | late: by :teaſon-of 
-his Raying by: the way, expecti 
he Dake of args fon 7 rene 
-pot-thinking 1 conlvenient;to come 
109 the; City //,," if the. Duke 
"<zd; Not: go ORC 'Y or -;promilſe. £0 
ie Oe MIR -- 
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..At'the Gate of the /Lowvre the: 


King was received by-the Cardinak 


ae'Retz,) with a great number of 
Prelates, and other - Perſons. of 
Quality; KG, 503.2 

-1- The Sicwr "de Sevin was ſent. the 
fame Evening tothe! Duke in His 
Majeſtie's' Name; to give him no- 
tice "that ' he ſhould retire 'to his 
dwelling-at Zemosys, he made An- 
{wer with ſome reſenting words. 
They conſulted again what expe- 


dicat to take, ſome inſiſted not to. 


obey; but that the Duke ſhould de- 
fend himfelf in his Palace in St. 
Germans ſuburbs, from whence it 


was noeafie matter forthe Kings 


Guards alone to drive him out, for 


they judged thav the People: would 


never take Atms againſt the Kings 
Uncle, eſpecially- ſeeing- that - 
youe number of-'the Parifiens were 
depeadent upon-him,-and on other 
Lords-of his party 4 amongſt theſe 
_ Bas the Garginal de Rete, who was 


© 


in. 
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In favour with a great part of the 
people, as well in reſpec that he 
was their Paltour, as for his libe- 
rality in all things, 'and chiefly ro 
the poor He infifted, thar if the 
Inhabitants that were affectionate 
to their party, were united, with 
the help that they _ receive 
$ from thoſe of the Suburbs of Saint 
c Germain, they ſhould be able to 
conteſt with” the Court, if in caſe 
they ſhould ſer upon them, and up- 
on occaſion they might call the 
Prince of Conde, back again with 
the Army,by which weans itmight 
. {o happen, that their Majeſfties to 
;- | avoid livingin the midft of ſach 
- | confuſtons, upon the confidence of 
| | the Inhabicants ſo much giyen to. 
change, would return: to St - Gey- 
m4ixs, or elſe the buſineſs being 
brought to a Treaty, and this Car-- 
dinal entring- as Mediatour , he 
ſhould by this means. ſer. himſelf 
rizhc again at- Court, and perhaps 
" partake. 


4% | The Diltozyof 
partake in the Management of Af- 
fairs of State, whicf 


The :Duke would not. embrace 
this Counſel, but reſolved to obey, 
and' give way, retiring the next 
Morning to Liwours, with the 
Dukes of Beaufort and Rohan, and 


other Lords of his party. Made | 
woiſelle went toFargeanx a houle of i} 


hers near the Loire. 


- It was very fortunate for Mazu- 


rine, that Orleaxs refuſed to agree; 
for if after the Agreement he had 
remained at Pdrjr, the people would 
have; thought: that All this, was 
brought about by his contrivingy 
whereby he would. have. increaſed 
his reputation :with the Pariſiens, 
and maintained his former Autho- 
rity, fothat. Mazarive would not 
have dared: to return to Court, 
whilſt-there was a ſtrong party in 
Pris againſt him,and eſpecially the 
Cardinal ge Retz, Who for his ge: 
563 £7: nero{ty 


was thought | 
to be the ſcope of all his Actions, | 
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nerofity, was more generally belo- 
"if ved then Mazarine, who in his 
A&ions ſhew'd ſomewhat of- coye- 
toultieſs,and'was more ſparing bath 
in'his expences,'.and in gratifying 
his friends and ſervants. The King 
therefore being abſolutely reſtored 
to his full Authority,and-the Dake 
deprived of all: obedience; and-a 
great-way from Paris, with all his 
Adherents, thoſe happy events 
which ſucceeded afterwards were 
more eaſily brought to pals. 

- The next'Morning being the 23. 
"8 all the Courts of Parliament met in 
" the'Gallery of -the Zowvre,. except 
4 ' thoſe perſons who had not received 
| particular Letters from the King, 
» WB  asthePtefident' le B allevl; ſon! df 
” | "rhe late ChanccHowrrro-the Queen, 
EB 26d Surideendaiit of 'the Finances, 
'Þ DeThon and Yiole;, the Counſel- 
F Tours Brufſell, Cenon, Port ail; Briſac, 
'Croyfsr, Foquer; Machauity and Marti- 
#609, "At this Meeting they hints 
#123} OUT. 


#06 . © The hHiflozy of 
four Declarations; the firſt ws, 
for the reuniting of the two Par: 
liameats z the ſecond, the Generll 
Amneſty';- the third, was a Pro 
hibition to the Parliament, not.to 
meddle in-any matters but civi 
and criminal, according to th 
Laws; and the fourth, was tonvÞ 
minate - thoſe who, were by ti:| 
Kings ordet to retire, v;z. the fore-| 
mentioned, and Counſellour 5 
z4#t, to whom a.Letter had beet 
ſent by- a miſtake, 
' The Duke: of Z8eaufort, of I 
ban,. of. Rochefoncant,  Frontaille, 
le Bollay, Penis, the Domeſticks'0! 
the Prince of Conde, of the Dutch 
eſs of ZLongueville, the- Wives and 
Children-'of all thoſe who | wert 
.thew'ia the ſervice of; the Princes, 
and in the places which. they held, 
as well in Guienxe as elſewhere, hac 
order to be gone from Parjs,and not 
to return upon any pretence ſoever, 
- ithout expreſs leave from hs 
_ "1 | 
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jzſty, theſe being che perſons accu- 
ſed, who always perverted the Par- 
lament , and made the people 
diſcontent and ſeditious there 
were allo expreſs orders made a- 
gainſt all things contained in the 
third Declaration. 

The ſame day the Queen of Bng- 
land,and the Dutcheſs of Chevresſe, 
went to viſit the Dutcheſs of 0r- 
leans who remained in Paris, b 
; reaſon of her Þb:ing great wit 
Childe, and the Dutcheſs of Chew- 
reuſe told her from the Queen, 


that ſhe had liberty ro ſtay in her 
Palace. 

The Dutcheſs was very much 
ſurpriſed at the Novelty of it, and 
an naw in modeſt wo ag” 


that ſhe could not leave the Duke 
her hnsband, and ſeeing that ſhe 
could not take a journey any other- 
wiſe in the condition ſhe was in, 
ſhe would be carried in mens arms, 
and prepared for itz but ſhe _ 
1 | ve 


408 . | \TheDiffozy of- 
ved expreſs Orders from the. Duke 
to ſtay, ;and not to hazard het life, 
being ſo-near her t; ie 5 which ſhe 
did, and was brought to bed of ; 

Daughter a few days after, 
Prince Thomas went alſy to vilit 
her, and aſſured, her that it was ne- 
*ver his opinion at the Counſel, that 
| 


tie Duke ſhould withdraw from 8 
-Court,where if he had appcaredzhe 
'would have been received by their 

Majefties with extraordinary teſti- 

- monies of their cordial affetions: 

But b<cauſe 'it was not thought 
g00d, that ſo greata. Prince ſhould 
| be left under the notion. of the 
Kings enemy, the Wedneſday fol. 
lowing the Duke & Anville was 
ſent to. Limovrs to treat with him, 
where the King defiring that Car- 
dinal Aazarine might be compre- 
-- hended, they could not agree z. the 
.” Duke continuing firm in bis reſo 
,* lution, never co be friends with 
; him-more, ;NOT tO COME tO Sue to 
' Jong 
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long. as he ſhould have'the ma- 
nagement of . Aﬀairs; but in eve- 
ry thing elſe he ſhould be ready to 
give His Majeſtie all manner of ſa- 
tisfa&tion, F 
The Secretary Telljer, and 0- 
thers of the Kings Miniſters went 
ſome days after to try to gain him : 
but the Duke, that he might not 
ſeem miſtaken in his deliberations, 
would not yield to their reaſons , 
and having at length given notice 
of this to the Prince of- Coxde, by 
the Sienr de Codowvin, Field-Mare- 
ſchal, whom he ſent expreſsly 
'to him, and receiving Anfwer 
that the | Prince 'was 'of- the 
ſame opinion © with the Dake of 
it was concluded iu this -man- 
ner, that he was contented. to 
live quietly at' Blois, that he would 
call back his Forces from the 
Prince of Conde's Army, and unite 
them to the Kings, upon condition 
thatithey might not be employed 
1M- 
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immediatly againſt the ſaid Prince, 
to ' whom, by reaſon of the en- 
tire friendſhip that he profcſſel 
to him, he could not be wanting 
;n what unfortunate eſtate ſoevyer 
he might be caſt. _. 
The Afeairs of the Duke of 6-- 
- I-4ns being concluded in this man- 
ner, he executed punctually all that 
was agrced upon, and withdrey 
himſelffrom the care of al world 
ly affairs, applying himſelf to live 
quietly, and free bow all diſtur- 
bance. The Duke of Zeaufort 
went to live at Yendoſme, and the 
reſt of thoſe who wer? exiled, lea- 
ving Paris,” retired to their Coun- 
trey-houſes, very much grieved; but 
eſpecially when they ſaw Mazarint 
triumphant in their misfortunes. 
The PrefidentMaiſoz and Coun- 
ſellour Yedeax propoſed to aflſemble 
the Chambers -of Inqueſt to treat 
vpon means how they might pro- 
tet their Companions fa len _ 
if, 
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diſgtrace,c and gave'out that they 
would rather renvuncethtir places, 
then ſapport 'a grievance ſo preju- 
dicial to the publick dignity, But 
the'greater part being of another 
opinion; the” Chambers met nor, 
and Maiſos being ſetit'for- to the 
Lbwvre received a Thatp'reprehenſi- 
on, with ſome threatnings, which 
were afterward putin execution 4 
for he an@'Yeteaw. were allo" ba- 
niſh'd ; ſome'of” theſe were back- 
ward'to quit'P4ris, byt-it helped no- 


this, being *tonftrained co do it 
ear 


for tear of greater violence: '' On- 
ly-Brufſel bertg 61d; poor, and with: 
out any Countrey: hquſe, did.not 
ſtir-from his ih Part; whete he re- 
maid” privately"! ſaying* boldly, 
Thar he feared nothing, becauſe he 
was evilty-of gothing*." rhar-if the 
Court delited his life they might 
take ic; for hetwas now old etiough 
and 'for''a- year or twq more or 
leſs "he cared very little, ſee- 
| T ing 
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ing that the praiſes of good men 
have their .birth from the boſom 
of death. Theſe expreſhons made 
deep impreſſion in the hearts of 
many 0* the people, whoſe ſpirits 
Were not yet quieted, and who had 
not forgor;the;good-will they had 
had for him, gov their Prejudices a- 

eainſt the Court. | 

The Court. took no notice of 
this, and made as if they believed 
he. were qut ofthe, Town, being 
-out of Commerce and fight of the 
people z Bra therefore remain- 
ed private and retired,in the City, 
nh he was baniſhed by 
ROTORS 
Afterwards, there was very good 
order taken for the Government of 
the City, the ſecurity, of. Faris colr 
fiſting in winning the affe&ion 
of the . people,- which Cucceeded 
. happily by the help of him who go- 
; Yerned.in a. time, - when by the 
weakneſs of the Court they wigh 
Ho __ haveſi 
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have expetted great misfortunes g 


it wasno {mall maryel; not to ſay 
a miracle, 'to' ſee in ſo ſhort a time 
the fury and indignation of a mul- 
titnde appeaſed of. its owa accord, 
which Loaſted of nothin 

then their firm and immutable re- 
ſolurions, of maincaining their own 
phrenzies z 'to ſee the Meeting of 
the Fronds broken and diſperſed, 
the Parliament curbed, the moſt au- 
eacions brought low, © and laſtly, 
the King tribmphing mare «by the 
Power of Juſtice, of his Innocence 
and Mildneſs, then by the force of 


the Faction called Jet olmicre dif- 


| mangled'the Palace ds #4,and com- 


it ted'many inſolencies upon thoſe 


| "of ths. Parlcthent,” ſo! thar thete 


r amongſt them. 


"waSgreat diſorder. 
T Ks Pdrleinent ſonghr by all means 


" 


T 2 £0 


more 
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ro keep this FaRtion under, but. in 
vain, ſeeing 3 TIEN backed by the 
oreater pare of the, common peo- 
ple;. Mazare. fail'd not, alſo to 
uſe all Meg, appeaſe theſe Cil- 
orders, .endeayouring to, ſow: #4 
cord. .amongft them, APRN, repd4 


theut diffdene of one. another >, and 
in the end; obtgined, hs, Intent 


ſhall.b relate! 0x 

The  $paru, -o Bofie mean: 
while engaged.in th e af, Bar- 
cellang, failed. oo A their ut- 
moſt for the, FAA My ihe moſt 
1mportant- Place... * I 30s 

The. Cardina]l,: Mok <þ abſent; 
took care that4 Ming ve necel- 
fary. Orders, for . the, relief gf, it: 
and the argueſs de St. Andre Mov 


* ff w—= - 


brun was commanded to: Warep 


on fa © 


from: Piemont. into: Catalania,, wit 


7 mb Ss us 


"enſued Iver EX 
gd DOES aulp | 
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the gate of Trſſ4xa upon the 16: 
of Faly 1652. with deſign to drive 
the enemy further off, aflaulred and 
rook the Fort upon the Mountain of 
Mongirick 5 but not having furniſh- 
ed it with Proviſton and Ammuni- 
tion, it was attacqued again, and 
retaken by the Spaniards giving 
good quarter. | 

St. Andrew Monthrun had relieved 
the Town, if he had had money 
enough for Proviſions to have puc 
into it, and for the maintaining his 
Army, for having happily attaqued- 
the line; He entred in, but was af- 
terwards forced to retire for want 
of Proviftons ; and the Horſe mu- 
tinying by reaſon of the great hard- 
hips they endured ; the Spaniards 
took all the' places which are be- 
yond upun the Sea-Coaſt, from 
Palamas to Barcelona ; and ſo depri- 
ved- the beſieged of that little 
which uſed to be bronght in to 
them by night in ſmall barks, fo 

| T*9 that 
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that being reduced to the greatel 
extremities, upon the eleventh of 
oFober the Mareſchal de 1s Motte 
capitulated with Dos Fohn of 4+ 
#ris for the ſurreudes, and fo that 
City returned again under the 6- 
bedience of His Catholick Maj: fy. 
Upon the 21 of 0#9 ber the ſame 
year, neither the French nor the 54 
vojards bring able to relieve Caſs 
in 1:t4y, the Governour thereof 
Monſeur dt St. 4neel was conſtrein- 
_ ed to ſurreader it. upon Articles, 
and to. put the Citadel inco- the 
hands of the Duke of Mani 
Captains, who put in a Garriſo0 
of his own ſonldiers, laughing # 
them who imagined, and even af- 
ter the taking of. it, were ſo coali: 
dent to maintain, that the Spaniard 
ſhould have entred the Town, and 
not the Manrtuans, But the Mar 
queſs of Caracens kept his word 
ar iy with the Duke in all 
what he had promiſed, ia (0 ma 
tonal 


that. his Highneſs thinking - it. con* 
venient for the ſecurity of rhat 
place, to put'in a Garriſon of Gey- 
man Souldiers z he propoſed to take 
in ſome of thoſe which had ſerved 
in the Spaniſh Army, after they 
ſhould be disbanded by the Spani- 
4rds, and had taken an Oath of Al- 
legiance to-him, bur the Spaniard 
would not conſent to ir, leſt there 
might be ſome ſuſpicion of Ceceir 
in this, neither would he ſuffer any 

of his to enter into the Town, nor - 
would he go himſelf, bur in Coms- 
pany of the Dake of Maniva, who. 
came thicher a few days after. 

The Saveyards not being able to 
relieve Caſale, aſfaulted and took 
Creſcentino,and would have obtain- 
ed their defired intents, if thoſe of 
Montferrat' had correſponded with + 
them, but they being very faithful 
to their Prince, were aſkſting- to0- 
wards the Recovery of . the Town. . 

The Duke of Mantua declared 
* 4 ro. 
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the French Plenipotentiaries, that 
waenſoever his Territory of Mont- 
ferrat ſhould be reftored to its for- 
mer.eſtate, and put peaceably into 
his hands, without trouble or in- 
jury to the Treaty of aps es he 
would preſeatly renounce the turee 
thouſand Crowns a month, which 
the Empreſs was to give him for | 
the paiment of the Garriſon, and | 
maintain it at his proper charge, | 
without any ones help, This bis 
Highneſs did to take away all je- 
louſie or pretence, which the 
French might have upon this ac: |j 
count, though this was not his | 
principal motive ; for it is .Cer- 
tain that he had not the leaſt ima* 
gination of letting this moſt nobk 
place go out. of his hands again, 
which rendred kim conſpicuous to | 
all Italy, and made him eſftecmed 
by both Crowns, and this was al- | 
ways the. opinion of the Marqueſs 


dela ral. 
= But 


-* But theſe Declarations of the 
Dukes and. his Agents availed 
littlez for things being diverſly 
ſuggeſted at the Court of Frarce, 
{utpicion. had ſuch force, that they 
jadged always finiſterly ; nor could 
the Kings Miniſters/of State reſt 
ſatisfied, after: the loſs of ſo im- 
portant a place, and which rendred 
their Authority ſo conſiderable to 
alla: 27 59541 

Moſt of the other 7alian Prin- 
ces grew jealous allo that Caſale 
ſhould at length fall into the hands 
of: the Spaniards, and therefore la- 


5 |# mented that the French had nor 


provided againſt it intime, which 
they ſaid, they :might have done 
very eaſily, if they had not buſted 
themſelves more in perſecuting 
Cardinal Mazarine,and overthrow- 


Z ing his Counſtls,- then in taking 


care for _ the concerns of ' rhe 


{ Crown ; their Jealouſies and Sul- 
- pitions. were alſo much more en- |, 


T5 creaſed 
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. creaſed by the report which went a- 
bout:that the -Spaeniardr. after they 
had driver the - French/.out of C4 
LN ; . were in a. cloſe Treaty with 
the Court of Savoy, ſoothing their 
chief Miniſters,. with a belief that 
his Catholick Majeſty would re- | 
ſtore Yercelli, drive the French from 8 | 
Pignerol, and the. Cittadel of 7«- iſh 
rin, makeupthe differences with || ' 
Meniva, and perhaps eſpouſe the 
Infants to the Duke of Savoy, by 
which infinuations they went about. 
t0 gain that houſe, and keeping the 
French beyond the Monntaias, re-- 
ſtore Peace to Naly, and their own 
Authority to its former ſplendour. 

"Theſe Propoſitions were heark- 
ned to by the Piemontef, who open- 
ed their cars with no.little attenti- 
on, and the more. by reaſon: that: 
_ they were fearful that+ whilſt: his- 

Chriſtian Majeſty was - involved in 
Civil Wars, and not able to. con-- 
. Tribute to the. defence of Tiewant; 
gc 
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the Spaxiards might make ſome 
confiderable Progreſs , ſo that if -. 
they ſhould defer the remedy to 
another time, it might ſo happen 
that they ſhould Foc? neither time 
nor remedy. 

Theſe Treaties caſt a great cloud 
upon the Aﬀairs of the Court of 
France, The Cardinal particu-- 
larly conſidering the Prejudices 
which the Kino might receive, if 
the Spaniards after they had ſetled. 
their Aﬀairs in 7t«/y, ſhould em- 
ploy all their forces in Flanders 
and Catalonia, he endeavored with 
all induſtry, by the means of the 
Embaſſadot Servient, and the Ab- 
borof 1ille, to keep the Savogards: 


© in hopes, of a ſpeedy and certain 


care of their Aﬀairs, ſo that Ma- 
Zarine being in. great credit, and 
ftri& friendſhip with the houſe of 
Savoy, his - word alone prevailed 
more then all other meansto <lude 


the Artifices of the Miniſters of the 


Crown; | 


The Yiftozy of 
but becauſe the troubles at home 
permitted net at that time the ef- 
fkefting of thoſe things, which the 
neceflity of affairs required, he 
ſought no further at preſent, then 
to keep Piemont united with the 
Court, by putting them in hopes 
of reſtoring into their hands Yerva 
and 7:llexeufve d Aftinelle, and of 
the Honour of treating their Em- 


bafſadours for the future, equal to 


thoſe. of Kings, __ 

Befides theſe Honours,theCount. 
de Puince General of the French 
Forces in Piemoy8 was ſent tq them, 


who arrived at T#ris in December, 


accompanied with a great number 


of Officers and Perſons of Qua- 


lity, 
Mazarine who amongſt theſe dan- 


gerous ſtorms had ſaved the Kings 
Authority from - icaminent - ſhip- 


wrack, inade himſelf known to all 
tz? World, for one of the moſt ex- 
| pert 
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pert and undaunted Pilots,thar ſails 
in the Ocean of Policy ; ſo ſoon as 
ever he ſaw the Whirlwindes of 
thoſe commoticns which had ſo fu- 
riouſly agitated the whole King- 
dom allayed, by the Preſence of _- 
King in Paris, He applied  him- 
« 3 ſelf with all ſollicitouſneſs to ſearch 
t if out means proper not only to calm 
-. 8 the inteſtine troubles ; bur to raiſe 
» | up the trampled upon - credit and, 

$ reputation of the Regal Dignity: 
. || Wherefore he judged it would be 
' | eaſier to render it ejtezmed and ho- 
noured by pardoning then by py- 
niſhing. This being the Cardinals, 
conſtant Maxime, to win upon che 
generous humour of the French 
Nation, rather by gentle uſage 
then by violence of Arms, 

He began therefore to treat wich 
thoſe who were moſt contumaci- 
ous. He was of opinion, that the 
ſole love of the King ought to be 
the Quinteſſence fit co nouriſh chat 
SB" opera Concord 
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Concord"amongſt (ubjefts, which 
is interrupted by nothing more then 
by the apprehenfions of hatred and 
revenge. He revived new Trea- 
ties and Propoſitions of Peace with 
the' Prince of Conty, with the Par- 
lement © of ' Zourdeaux, with the 
Count 4"Harcourt, the Count # 0y- | 
»0”, and with all the other Princes | 
and great Lords of high ſpirit. He | 
ſent alſo an Intimate of his to ne- | 
gotiate cloſely with the Prince of: | 
Conde, to pacifie him, and remove | 
him from the Spaniſh ſervice, of- 

tering him the Sovereignty of ſome 

ſtare out of France: but whether | 
the Prince found himſelf too far 

engaged with che Catholick King, 

or whether the Nobleneſs of his 

minde would not fuffer him to be 

worſe then his word withont cauſe | 
or © ny reaſon, or whether he 
.Jadg'd the dignity offered him in- 
conſiſtent, or moyed with other 
| raſos or regues, te effect of 
CREE 


E EE The I IS WET Go Se YE HY” FF. 


Cardfnal MAZARINE. 415 
theſe Propoſitions vaniſh'd, - 
The Prince declared,that he had 
no ambition of Soyereignty, but 
was ..contented with the honour 
which he had of being firſt Prince 
of the blood-Royal, That he knew 
not- how'ro truſt him any more, 
. & who under the pretence of friend- 
$ ſhip had deceived him.z nor could 
he eſteem: him. faithſul, who had. 
not ſhewn himſelf ſo to him, thar 
theſe offers. might be like thoſe 
Gifts ſent exchangeably: between 
Ketftor and Ajax, That we ought 
to give leaſt credit to things which 
ſeem moſt credible, and to: conſider 
that the: more--anyione offers and. 
promiſeth ont: of Neceſſity, the 
ſooner he will fail when his curn is 
ſerved ; that he knew ſufficiently 
- Þ the Cardinal to be. a perſon as rea- 
| dy to promiſe much, as induſtrious. | 
afterwards - not- to obſerve more 
then what he thonghe-convenient- 


for. his intereſt, and proteſted fi- 
4 - nally 


nally that he would not conſent to 


any Agreement, but wherein the 
Catholick King ſhould be included, 


to whom he profeſs'd himſelf high- 


ly obliged. 
\, The. Envoy 


. laboured to draw 


him from theſe ſinifter opinions, 
putcing himin minde that he was 


* a French-man, and of the Blood- 
Royal of Zexrboy, and that he had 


roo much honour and glory; not to/ 


be hereafter made the obje& of 


the Envy and Jealouſic of a Nati-/ 


onſo emulous of- the French. That 
to lay foundations on the Promiſes 


of 
of others, was :no ſure: ftruſtuare,; 


That friends follow the fortune and 


not the. perſons of their friends ; 
That he abandoning Frasce, the 


French abandon'd hims That to a 
prudent man, his Countrey opght. 


ro be as dear to him as: the ſhell ro 
the Tortoiſe; and that as:he was 
lincerely his faichful ſervant, he de- 

EC clared 


ole who:built upon che hopes 


clared freely, that it was much more 
honourable for a Peace, as he was, 
to bear:the Title of: Coufin toe His 
Chriſtian Majeſty, then: that of 
yervant to. the King of Spain: He 
uſed alſo many other urgent Rea- 
{ons, but all in vain, for the ha- 
tred and contempt which he had- 
for the Cardinal did ar that time 
turn away the minde of the Prince, 
{0 that the Cardinal not being able 
to prevail with him, he endea- 
vour'd to diſengage his brother the 
Prince of Coxty from his party,and 
cauſed to be propoſed to him yery 
advantageous conditions, and fuc 
as were worthy his conſideration, 
thinking that if he could gain Con- 
ty, he might by that means reduce - 
Bourdeaux and Guienne to their for- 
mer obedience, ſeeing that this 
Prince had a powerful party in that 
City, and Province, The Cardi- 
nal thought to draw from hence 


oreat advantages to the Kings 1er- 
Ws ” VICE, 
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vice, by ihe Jealouſfies which theſÞſth* 
Spexiards might have of Cond: C9%* 
and by the treatment he might. re. 
ceiveſrom them, whizh would be 
ſlender enough, when rhey 'ſhoull 
{ce him deprived of thoſe ſupports 
which rendred him ſo conſiderable; 
but although Coxty was no great 
friend ro his brother-, and had 1 
mind much more'pliable, yet he wa 
fixed, to- catisfie his Siſter the 
Dutcheſs of Zoxeveville,that with- 
out her he would reſolve of: n0- 
thing :: and ſhe not being able to 
Giſcngage her-ſelf- from- that inti- 
macy ſhe held wich Conde,nor from 
the hopes which were ſuggeſted to 
der by the generofity of Fs mind, 
the. attempts on this fide were alſo 
readred fruitleſs; and by conle- 
quence all thoſe Practices weak- 
ned which were made by the well- 
affected to the Kings Party in Bovr- 
deanx, while it was evident that 
that City was reſolved. to "on 
ene: 


re. 


de 
uld 
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thllthe reſolutions of the Prince of 
ud: 


Centy , and Dutcheſs of Lomgne- 
ville. | | 

But the Cardinal kad recourſe to 
other Expedients, and becauſe the 
deſign of gaining the Princes fail- 
ed him 5 he went about by new 
Stratagemns to take away from the 
Princes, and thoſe of Boxrdeavx, 
the afliftance of. thoſe people and 
places which fomented their pre- 
tenſions. He ordered therefore the 
Duke of Yardeſme to carry his 
Fleet into the Geroxre, and ſent to 
the Duke. of Candale, (who was al- 


ready-upon bis march,) with all the 


forces that he conld gather out of 
the Neighboring Provinces. He 
treated- alſo with the Count: 4 Og-- 
»en, and others, to diſengage tbem- 
from the Union, and ro, render che: 
Kings party more ſtrong 18: = 
Province , as. it afterwards-1uc- 


ceeded, | Ls Ee aE 
Io the mean time. the: Crlconde 
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Conde was in Champazne with his BGar' 
Army, where his defigns upon fithe! 
Reims, Soiſſows, and other great Ci- ſlit te 
ties (full of Warlike people, and hain 
faichful to the King) proving littlefyin 
ſucceſsful, he went to Yervin,Þ.q1 
where leaving two Regiments of the 
Foot, and one of Horſe, he wen « 
with the Body of his Army towards 
Rhetel, which in a ſhort time was 
ſ{urrendred to him by the Gover- 
nour ; the Sicur de Rale by reaſon 
of the weakneſs of the place, and 
for want of Neceſſaries to defend 
it, he took alſo Chefteau Porcien, 
not far diſtant from ir , he-attaqu- 
ed afterwards St. Aenhand another 
walled Town 5 which was yielded 
up to him upon the 13 of Novembr! 
by rhe Sieur de St Mer. and becauſe I 
this place was being fituated be- I 4 
tween the Moſe and the Marne ſd 

q 

0 


upon the river Aj{ne- and betweel 
Verdun and Chalos was ſome what 
conſiderable, he left: there a ſtrong 
Gatr- 


6 
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is Garriſon; under the Command. of 
Pl BtheSieur. de Montelt,; and ordered 
l- Jit to be'fortified'sy hoping by mgig- 
and taining: this place -and Rhetel to 
tle Þwintes his forces in France. 

®, fi Fram . bence -having | diſmiſſed 
che: Troops of the; Duke of 'orle- 
el Fang, he went ſpeedily. into:'Barre, 
16 I where he-took B4riezec- the Caſtle 
's of Lagny, and Foef,, but not being 
7 Bable to attempt any thing more: by 
0! I reaſon; the ſeaſon was too far. ad- 


nd if vanced and ; tys;Troops-wearied; 
0d if he- ſent away, 'the Spaniſh and: Lo- 
®, | r4ix forces, and -put: his own-into 
- & Winter- Quarters. about the Aoſe.. 
T 8. The Gardinal op vhe other; fide, 
|  andefatigably.exerciſing his \minde 


” Bf i619 ricate and; Bangerons affairs, 
© | confidered that; is; was- abſolutely 
" |} neceſſary SE gms ans rg 
* Þ 49601 V3 rifry QUarters; tauimodge 
the. Pxingt5-fOree5p 40d; drige bem 


our of, yhe places which !'ahey held , 
he.qhyzefgre-x6inforc'd:othe- Kings 
*F; | Cam p 
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Camp with two thouſand Souldi-f*< 
ers; which'the'Duke of Elbesf had ris 
gathered rogether :in" Pirarady,- and < 
with others drawn our of Norwanh, | 


and the Neighbouring | Provinces, + 


1 
n 


and in ftead of 'ieoming-t0 Paris he ; 
ſtayed in the Caryp, to redreſsby P. 
Mis" Preſence (the Afﬀairs - of the - 
Army, much diminiſhed and weak: 
ned; 'which the Generals would. 
fearce'' been; 'able 'to' have done 
without him; he [drew afrer him 
maiyy friends and dependents, 'and 
confirmed rhoſe, /who' weariedoiit 
with long travel and'pain, tchougſt 
rather of retiring home,” then 0 
continuing the Warre at chat ſea- 
ſon of the [year ;-'and' encouraged 
every one' to? continuetn 'rhe Kings 
ſervice, being in great veneratio 
and high eſteem amongſt rhe Soul 
diery, by whow he! way: as { much 
loded niid reſpeart; 25 the witty 
hortedahd hated byfomne'fedirions 
-and Eoltemptible' people: of "Y 
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1: {He was not, a jot deceived in the 
aj (Popes he had to draw profic from 


 ;{heſe opportune endeavours, for the 
h ouldiery, awakened by his graci- 
'Jons aſpet, and the military Af- 

| po rairs enlivened by-his Counſel, he 
pinedghoſe advantages that made 

im un a ſhort” time. return glori- 
;Mouſly,and as it were, triumphant in- 
to Paris, more then ever/in-his Ma- 

' Mjeſties favour, and ſecled him in the 
Authority: of; -his Miniſtry. | - 
The; Maxqueis:of -Chafteannenfin 

the mean-while remained; in Peres 
without employ, deprived of his 
Offices,andnot being able to refrain 
from. bewailing his il fortune and 

the miſerable. eſtate of therKing+ 
dom, he:was alſo baniſhed the: Ci- 

ty in the month of November; = 

on the 13. of the ſame: month/the 
King appeared in Parliament, and 
canked! the Decree: | made':in.-his 
Counſel of State againſt the. Prin- 


ces of Conde and Concy;the Durch- 
elle 
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elle of Loneu:ille, the Duke off ret 
Rachefourams and others, to be rati- ni: 
fied and regiſtred;” i | 199 | 
' The Court continued aſter this 
to/pgive out convenient Orders for 
_ the go0d-Governmght'df rhe King: 
domy but':always-regulating- him- 
folf by Mugarind Thſtru&ions's buf 
above all; the Kings counſel appli: 
edirhemſelves to ſertlethe minde of 
the Cardinab! & Retz-/'who' as' he 
was a perſ6noF/ an erhiritht judge 
ment"and' deep 'underſtanding, (0 
hewvas:confidered by 'Mazarinic a 
bove all others; as thepreateſt im- 
_ pedimenc tochis deſignes, © He ha 
te&:the igreatneſs.of 'Coyde; and If it 
the ſame'rime the” exorbitant: AVÞ t] 
thoriey:6df: Mazdrive ; the: declared v 
himſelf4-good French man and tht d 
Kimgsſervants; and thought .I0Wy a 
offence:10' procure.the rune ofthe ( 
\ 
C 


ne,nandithe ſuppreſſion | of \rhewo- 
hier! ;>HeAfoHicited 1- therefore: the 
-Parlighgevttoutteecro. procare the 
hs rEcur 
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return of their baniſhed Compas 


| ni»ns, and to bring his deſigns to 


pals: Mazarine on the contrary, 
and the other Miniſters of State en- 
deavored to remove him from Pa- 
ris, where he was in great eſteem 
and veneration, but finding ao 


way to do it, by all the Arts 


they could uſe; and Mazarines 
not willing to return 10 Paris y 
ſo long as he was there, ſo 
powerful in friznds and dependentsg 
it was finally concluded to impri- 
ſon him, | 
The difficulty conſiſted in the 
manner, for it was not to be done 
in his own houfe, and dangerous in 
the ſtreets of Paris. Beſides , this 
was far from the Kings mind, who 
deſired it mighrt be without naſe, 
as well in reſpec of his dignity of 
Cardinal, as that his incentions 
were todo all quietly and without 
confuſion, While therefore the 


Miniſters of State were ſeeking out 
u means 


= -- 


The Diſtozy of 


4.36 


means to bring about this Aﬀair, 


and diſcovered every day more and 
more difficulty in the execution of 
it; there hapned a more favour- 
able Conjun&ure then they could 
have wiſh'd for, 

-"Fis friends repreſented to him, 
how that the King would, now be 
Maſter of all, and therefore he 


ought to render His Majeſty the ac- | 
cuitomed Viſits, or to abandon | 


Paris,:ſhewing him how ſcandalous 
itwas for. him to at in that man- 


ner which he did ; theſe Reaſons 


ſufficiently perſwaded the Cardina], 
and therefore the Feaſt of Chriſt- 
muſs being near at hand, he refvl- 
ved to preach himſelf in the Churci 
of St. Germain I Auxerrois,of whicl 
the Queen being advertiſcd, the 
gave notice to the Parochial, that 


the did intend to be preſent there 
her (elf. | 

+ The Cardinal took this for a fa- 
vourable occaſion, and thought 
him- 
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himſelf obliged to go render thauks 
to her Majeſtie for ſo great an Ho- 
nourz and to this intent,upon the 
20. of December, moſt improvi- 
dently; and without the leaſt ſuf- 
picion he went to the Zoxwre, and 
entring the Court, he found thay 
the _ was not fully dreſled g 
wherefore going up the great ſtairs 


-" |} to viſit the King in the mean time, 


SS ETD CD bY gas OH 


I he-met His Majeſty juſt upon the 


middle of the ſtairs as he was com- 
ing down, who received him cour- 
reouſly, and carried him with him 
into the Queen-MothersC hamber, 
while the Cardinal was comple- 
menting and diſcourſing with the 
Queen ; the King whiſpered /e 7et- 
lier the Secretary of State in the 
ear, and ordered the detaining 
him, which was preſently done by 
the Marqueſs of Yillequitr Captain 
of the Guard, who arreſted him 
as he was going out of the Aanti- 


chamber. . ts 
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- The Cardinal was in great con- 
fuſion, and ſaid, What me 2 for 
what reaſon £ Yillequier with ſome 
Souldiers conducted him into the 
great Gallery, and from thence to 
the Duke of Arxjou's Apartment, 
where he ſtayed about two houres, 


whilſt the Coach and the Guards | 
were made ready, which carried | 
him Ry the Gate de la Confe- | 
rexce to the Caſtle of Yincenpes, | 
without the peoples knowing the | 


lcaſt of it; and when they afte:- 
wards heard the News, they dil- 
courled of it without any concern, 
praiſing the Kings reſolution, and 
laying, It was well done to impri- 
ſon the Cardinal de Retz, bur todo 
better, he ſhould likewiſe impri- 
{lon Cardinal Mazarine, and give 
ſuch an example to Eccleſiaſtical 
Perſons, that for the future - 


ſhould not meddle any more wil 
ſecular Aﬀairs, 


Upon this accident ro. ordinary) 
gall 
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and ſo fortunately ſucceeding, there 
were preſently various ang diffe- 
rent Sifoncles. Thoſe of the 
Court ſaid, that the King began 
to ſhew himſelf a King, and That 
his Majeſtie had taken this reſolu- 
on on the ſudden, without any 
prompting or counſel of his Mini- 
fters; That the Order was given 
of his own proper accord , and 
trom his own mouth,being incenſed 
at 'the ſtrange proceedings of the 
Cardinal, and induced hereto by 
the neceſlity of the publick good 
and'quier, 

Thoſe of the priſoners party on 
thecohtrary gave out,that this blow 


came from Cardinal M424r7is, who 


would not, nor could not return and 
live at Paris, with ſo conſiderable 
an Emmlatonr, ſupported by fo many 
friends that. oppoſed his intereſt, 
That he on purpoſe kept himſelf ac 
ſome diſtance from Courr, that he 
might not be known to be the 
- LI 3 COlNM- 
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contriver of this fat, and for fear 
that the people riſing in the defen: 
of the impriſoned Cardinal, ſhoulii 8 
vents their inveterat and immortal ſo 
hatred againſt him, but however 2? 
it was, Mazarin declared that ht N 
had no hand in it, to coniirme v 
which he wrote a letter to theKing, ! 
which was ſaddainly publiſhed, ſ © 
very much in favour of the impri-] 
ſoned; wherein he repreſented to his 
Majelty, that by the title which he| 
bore of moſtChriftian King,he was | 
obliged to defend the Eccleſiaſtical | 
immunities; and therefore he hum- 
bly beſeeched his Majeſty that hc 
would in theſe caſes have that re- 
gard; which was becoming his Roy- 
al Piety,and the title which he bore 
of eldeſt Son of Holy Chnrch, re- 
commending to him with all ecar- 
neſtneſs the concernes of the im- 
priſoned, 

This Letter was diverfly cenſured, 


ſome were of one opinion and ſome 
of another, Many 
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Many other conſiderable perſons 
of the Clergy of France, did very 
g00d Offices in favour of the Pri- 
{oner ; But the publick good be- 
ing more prevalent then the ſatis- 
tying of particular perſons. His 
Majeſty openly declared, that he 
had no other intention in this, then 
d, |} the quier and happineſs of his ſub- 
i-W jets; and leaſt the Court of Rome 
ſhould take o:cafion to reſent this 
he fl ation of the French, in doing what 
| was ſo contary to the Eccleſiaſtical 
18 Laws, a Courier was diſpatche 
. | to the Pope, to inform him fully 
«| of this Aﬀair, The friends of the 
priſoner likewiſe a few houres at- 

ter ſent another to complain to his 
Holine s of this violeace, and to en- 

gage him to protect the imprifoned. 

This News arrived in a few cays 

at Rome , and the Pope was much 
troubled at it, not only as being 
oblioed to maintain the reputation 


of. rhe Sc:rler Gown, and the 1in- 
ftl4. demnity 
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Court and Tribunal ſor th: Cau- 
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demnity of one of his own Cre- 
tures; but becanſe it was thought 
he was one of not ſo entire an Af. 
fTection to the Court of France, 
nor Mazarines and if he had hai 
means to teftifie his reſentments, s | 
he had the will, there might per- | 
haps have followed conſiderable di- | 
ſturbances. His Holineſs called | 
divers Congregations of the molt | 
learned Cardinals, and in whom be | 
moſt confided , and aithough there |} 
were not ſome wanting who wete | 
more moderate, to repreſent to | 
them how circumſpectly chey ought 
to proceed in. ſo nice an Aﬀair ; yet 
Monfignor Marini was ordered to $0 
to Paris, and there to forme a plea | 
ding of what. was imputed to the 
Criminal, and to ſollicic that th: 
Judgmenr of it might be left tothe 
Holy See, which was the only 
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ſes of Cardinals, 


But as they were very certain at 
Rome, 
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Rome, that if they would not re” 
ceive in France Monſignor Cor ſint 
in quality of Legar to that Court, 
becauſe there was not Advice firſt 
given of it to the King, or his Mi- 
niſters of State, much leſs would 
they admit of the Arch-Biſhop 
Marini with the like Commiſhons; 
and conſequently they determined a 
thing which could have no effects 
{o they at Paris Cid verily appre- 
Z hend, that this proceeded from 
© 8 the Counſel of them, who deſired 

= toarm the Pope with pretences [0 
blame. France, for bearing (ſo little 
reſpe& to the Apoſtolick See, gi- 
ving him occaſion to joyn with 
their enemies,it being certainly be- 
lieved in Rome, as allo In Paris, 
that the King would never have 
ventured to thwart the Pope in 
choſe unhappy Conjun&ures z fo 
that by this bold Reſolution of 
ſending the Arch-BiſhopAarm 1n- 


to France, they ſhould uphold che 
ls Ponli- 


444%: Cho Yiffory of 
Pontifical decorunm , and make the 
Eccleſiaſtical Authority very glori- 
ous. The Cardinal Prince Trivs/tjp, 
who was at that time in Rome, to 
take care of the Spaxiſh Intereſt, 
and ſupplied the place of Ordina:y 
Embaſlador for His CatholickMa- 
jeſty, wiſely foreſaw the bad (uc- 


ceſs of this deliberation, which & 1! 

out exaaly as he had foretold , for | 
thoſe that were concerned, judging | 
preſently, that theſe Maxims of the | 
Court of Reme, had no other foun- | 
dation then a flattering opinion of | 


their own wiſhes, they quickly ap- 
plied rthemſelyes to overthrow 
chem, 

Cardinal Mez4ayine, convinced of 
the nature of the French, as eafic 
to give way to Novelties, that 
bring their delight, as inflexible to 
thoſe things that threaten them, he 
was conſtrained to minde nothing 
elle but the maintaining of the 
Kings Authority, and therefore 
AMarint 
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Mrini was not permitted to efiter 
into the Kingdom the French 
were unſatisfied with the Courr of 
Rowe, taxing them of great par- 
tiality, For the Aﬀronts and A- 
buſes having been oftentimes re- 
preſented ro them, that were put 
upon Cardinal Mazarine a year be- 
fore by the Parlement of Paris, a- 
eainſt all Law divine and humane, . 
without drawing up his Indictment, 
without lawful Authority,and con- 
trary to the Kings minde, who de- 
fended him, and acknowledged 
himſelf faithfully ſerved by him $ 
and what was-worſe, alrbough the 
Parlement proceeded ſo far as t0 ſer 
a Tax of fifty thouſand Crowns on 


his Head, beſides the Confiſcation 
of all his eftate, yet for all this che 
Pope never concern himſelf for 
defence of the ſaid Cardinal, who 


had no other {ſupport lefr. him then 


thar of his Holineſs, the K1ngsS At 
time con- 


thority Þcing 4t that ah 


AD : ; uIy Piffory of- 
cemn'd-and: trampled-on,. where on 
the:cantrary, . for the only detenti; 
on:of-Rers (which was done out of 
meer neceffity for the publick good, 
and for:maintaining of the Royal 
Dignity, agaiaſt which he was ac- 
cafcd to have a long time plottec) 
they made ſo — noiſe. They | 
added moreover, that the Pope had | 
the leſs reaſon to find himſelf ag- | 
grieved, ſeeing the moſt Chriſti- | 
an King-had no other intent, then | 
to ſtop the impriſoned Cardiua! it 
from gong on in his Ioſtigations, 
and not to bring him to trial, much 
leſs to judge him, knowing -very | 
well that this did belong to the ſole | 
Vicar of Chriſt, although the Par- |} 
lement, paſhog all reſpe&s due to | 
the Holy See, and to a Prince of. | 
the Holy Church, had arrogated | 
ro themſelves the Authority ro do. | 
1-againſt Mazavine. \ 
-  Theſe,and thelike Reaſons were | 
deduced by the French, g's 
like» | 


+ af mod wed 


likewiſe the example of Lewis the 
13. whocauſed Cardinal Balls, to 
be impriſoned and detained many 
years, for holding correſpondence 
with the Kings Brother, and the 
Duke of Burgundy; and yer. the 
Pope reſented ir only with fatherly 
Admonitions, and good Offices for 
his freedom ; and his errours were 
not to be parallel'd with thoſe 
wherewith ds Retz was charged. 
They ſaid moreover, that the King 
had cauſed to be conferr'd upon 
| him the dignity of the Scarlet Robe 
to oblige Lim co ſerve him with 

the greater affection, and not to 

make uſe on't to' the prejudice of 
the Crown, That. to Sovereign 

Princes all things . were. permitted 
f 8 for the ſecurity of their States. 
And as the moſt Chriſtian Kings 
did juſtly boaſt to have al- 
wayes defended and protected 


the Holy See , and ro have 
EE _- alſo 
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alſo _——_ and piouſly obeyd 
it, aſſiſting them in all occaſions v* 
with their forces and power ; ſo His tt 
Majeſtie ſhould glory to follow the v' 
footſteps of his Anceſtours. Bui * 
chat he ought likewiſe to take care "6 
. for the benefit and quiet of his lo-I ft 
ving (ubje&s, of whom the King | 
was the Common Father. | 

The Impriſonment of this Car- | 
dinal, who was one of the princi- Þ 
pal Supports: of the Faction of {| 
Fronda, compleatcd their total m- | 
ine and deſtruction; for though | 
there remained in Paris ſome Re- | 
liques. of this - Fire, the Sparks | 
were ſo weak, that of themſelves | 
they were not able ro raiſe the lealt | 
Flame, and therefore the Royal | 
Authority being more and more | 
ſetled, the Miniſters of State pro- | 
cceded in thoſe deliberations, which MF 
they judged: moſt proper for the |if : 
re-eſtabliſhing "the Kingdom 1n 1ts 
ancient (ſplendour, , 
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By theſe troubles the Kings Re- 
venues were. much dimiuiſhed,and 
the neceſlity of having money was 
very urgent, great debts being con- 
tracted, and the credit of the Court 
reduced to laſt extremity, notwith- 
ſtanding that the King enjoys a 
yearly Revenue of above eight 
millions of Piſtols , ſo that to raiſe 
money, His Majeſty made divers 
8g Decrees, which upon the laſt day 
y of December were ratified and regi- 


. I& fired in Parliament, in Preſence of 


&# His Majeſty, with all readineſs, 
- | although they -amounted to the 
Z number of thirteen ; but to pleaſe 
them-Iit was declared, that the mo- 
ney raiſed ſhould be employed v 
on the moſt urgent Afairs of the 


Kingdom, and particularly in pay- 


T were alſo ratified upon the 7. of 
; hong following in the Cham- 


'|& ing the Souldiery. Theſe Edidts | 


er of Accounts and Courc of © 


Aids, in Preſence of the Duke 


of Anjos, who to that pee on 
þ ES cnt 
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ſent thither by the King with theſc 
Redreſſes of the Political Aﬀairs 
the Military alſo cook vigour in the 
Managements of the War with 
good ſucceſs, in roger of the ru- 
ines and lofles fuffered by the 
King and the whole Kingdom, not 
only in thoſe parts towards Flax- Þ| t0 
ders, and in Guienze, but alſoin Þ th 
| Italy and Catalonia, Cardinal Ms- ÞÞ £9 
Zarine was reſolved to keep the Þ} cu 
War on foot in this laſt Countrey, | 
to divert. the Spaniards from em- || ©! 
Ploying their forces more power- | ® 
fully in other parts, and therefore | | 
he opportunely reliev'd Roſes with | © 
ſome barks of Provifions which | © 
he ordered to be ſent out of Pro- | * 


vence by the Duke of Aercenr: 
The Arrival of this ſuccour occa- 
fion'd the diſcovery of. a notable 
Conſpiracy in that Fortreſs, againſt 
the Governour of it the Marqueſs 
de la Farre, laid by his own fami- 
liar friends, © MIA > 


. The 
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The Kings forces in Guiepne be. 
gan alſo ro praſper, according as 
thoſe of Bowrdeaux began to grow 
weak, by the diſcord which AM«- 
z4rine had ſown among them. The 
Duke of Candale being ſent into 
ot Þ this Province, (as hath been ſaid) 
F- | to command the Kings Forces in 
n Þ the place of Count ae Harcourt, 
- | took the Caſtle of Poziols, and {c- 
e | cured Marmende and Aiewillon, (1tu- 
, | ated between Bourdeaux and Agen, 
on this ſide the Garonne, fer upon 

and roured ſome Troops of. the 
Prince, ſeized upon Baftide and 0- 
ther places ; and by the Girecz10ns 

of Mazarine, ſecret Plots WETe Car- 

ried on for the reducing of Bowrae- 

aux to the Kings obedience. But 
becauſe it was difficult to gain that 
important and powerful City DF 
force of Armes z rheretore Ley 


made uſe of Art and Indultry- Fa- 
ther Favy a Franciſcan, who was 
10p of Clan: 


1fterwards.. made Bitl 
aAeves 
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deves, an underftanding perſon, anWhe 
zealous for the Kings ſervice, acaſ< 
who had been ſucceſsfully employWhe | 
ed in bringing Paris to its duty, profſehe 
poſed the holding of IntelligenceiWth: 
Boardeanx it felf, by means of thWgr 
Fathers of his Order : to this && 0/ 
fe Father Bertaut Guardian dj ci' 
Brode, was ſent to conſult with Fil p' 
ther 7tjer Superiour of the Fro v 
ciſcans Convent in Bowrdeaux, whifih t 
carried with him divers Inſtructi} 
ons, for the advancement of thi] 
deſign, according as they ſhoul| 

have opportunity, Bertant beily} 

diſcovered by the Prince of Con} 
eſcaped out ' of his hands wit! 

mnch dexterity, having under 2 | 
diſlembling confidence "told hin 

many lies, to rake away from hin | 
the true knowledge of their 0&« | 
f1gns, an1 of the Conſpiratours: 

Bur Father 7tiey was not at all m0- 

ved at this, for knowing himſelf to 


be greatly eſteemed and loved nl 
nc 
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,WFhe Citizens ; ' he hope1, that in 
3 all 


ploy 


aſe his Practices were diſcovered, 
ne ſhould be protected by them;and 


the rather, becauſe he was aflured, 


that many of them were weary of 
groaning under the Tyranny of the 
Olmicre, which proceeding 1n pre- 
cipicous 8 inconſiderate Progreſles, 
put their Countrey and Religion 
upon the point of being ruined by 
treating with the Engliſh to bring 
them into Guiennes; it was concin- 
ded therefore, that there was no 
means more expedient, and more 
ſure, then to gain ſome of the Heads 
of the Olmiere, Mother Angelics 
Abbeſs of the Carmelite Nuns,gave 
Father Nyey a fit occaſion, and diſ- 
covered to him how that one of the 
Mothers of her Convent, Siſter to 
Villars, had communicated to her 
the 200d diſpoſition of her Brother 
0 rerurn to his obedience towards 
the King, out of remorſe of Con- 


ſcience, and the fear of a miſerable 
end, 


454 Thebvillozyer : 
end, which he had deſerved by lifſ®*? 
oreat wickedneſs, and thereforeh; i 
had defired his Siſter, that ſhe, tv = 
gether with the reſt of her Cow 
pRnnnt, would pray to God to gin 
im grace to amend his life, Fathe 

Itger made no difficulty of contidin 
in the Nun, and procured that ſh: 
ſhould confirm her Brother in hi 
purpoſe. | Yillars engaged to tt 
ſtore the City to its obedience il 
the King would grant a General 
Ad of Oblivion, and give hin]lf c 
the Office of Procurator - and Syi-| 
dick of the Communalcy, and tir} 
 (umme of fourty thoaſand Crowns} 
for himſelf, and thoſe who ſhouldde 
employed in this affair. Fhe Court 
conſented to his demands, & being 
beſought by the ſaid Father, they | 
ordered that no injury ſhould be | 
done to the Princes or Princeſſes. | 

This deſign went forward well, 
and had cafily taken effet, if 
Fillars, unconſtant in his. reſoluti- 
O15, 


ns, had not diſcovered the Con- 
«piracy, which hapned by the vain 


4 [0 
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rating of the Sicur de Lexer, who 
naking as if he knew, (although 
naeed he knew nothing cf it at 
ll) that there was a new Intrigue 
arrying on in-Boxrdeaux, in which 
ere many who profeſſed them- 


ſelves of the Princes Party : Yillars 
believing that ſome of his Com- 
panions had revealed the ſecret to 


Lemet, was in fear of being ruined, 


J and therefore ſought to ſave him- 
J (cf, by declaring the whole matter 
$ to the Prince of Cory, ſaying, that 
S he had not engaged in this buſineſs, 


but the better to diſcover it, and 
then to give a more particular ac- 
count of it to his Highneſs,and that 
chis was the reaſon that he did not 
diſcloſe it tohim before. The Prince 
anſwered him, that he was well ſa- 
tisfied touching his fidelity , and 
charged him to continue his diſh- 


mulation,and to obſerve the whole 
TIE watter, 
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whole matter, that he might lean 
the Names of the Complices, al 
get ſuficient proof againſt Fathe 
Ityer z he bound Bleyno and Cirat 
Gold{miths,nnder a ſolemn Oatht) 
go and receive the money prom: 
ſed by the 'King, of which ther 
were 1500 Piſtols conſigned,ſo that 
upon his examination and depoſit: 


on Father 7tyer was impriſoned ant IF... 


carried before a Counſel where 
Marſfin was Preſident, with maty 0 
the Olmicre, and Officers of the 


Army; and here aroſe a Contel 
upon the Point, that Laymen had 
not power to judge Churchmen, | 
but they did not long demurre Up 
on ir, 

The Prince of Coxd: and Dutch: 
els of Terenill commanded ad- 


ſolutely that they ſhould not put | 
him to death, but that ir was fut- 
ficient to keep him in priſon, Mar 
and Zener, who ſought to inrage 
the people more,cauſed ſome of tit 
Rabbi 
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een abble to cry out Tolle, Tolle, Cru- 
nfo, &'c. At this rumour ſome 
chefſWt che Judges were much diſforder- 
irut8d, and with diſdainful countenan- 
throes ſaid, We are no Jews, and 
oni-Wt you are not Chriſtians you may 
hero and: ſearch out ſome Pilates, for 
thatfFv'e do not intend to dip our hands 
fri. $o innocent blood. Aarfis was 
1n(Wnuch humbled, and compoſed the 
ere difference, cauſing him to be ad- 
y of ſ@)udged to an open pennance, which 
che Spectacle moved the whole City to 
ref (Compaſſion, and loaded the Prin- 
{| ces party with blame and hatred; 
n, 8 for the Father being led through 
J . 

p- © <he ſtreets ,with a thouſand repro- 
ches and inſolences from theRaſcal- 

 @ lity, was not at the leaſt diſturb'd 
either at death, which they threat- 
ned him, or at the injuries they did 
him, but walked along with as 
' great an aſſurance, as if he had 
Ao going to a glorious triumph, 


This behaviour of his ſo fearleſs, 
and 
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and yet full of ry and pati- 
ence,did ſo move the Citizens, that 
they were forced quickly to ſend 
him back to the priſon, from 
whence they had taken him , and 
becauſe they had taken from him 
the habit of his Order, the Dutch- 
eſs of Lonexeville, detefting ſuch 
wicked doings, gave command 
that it ſhould be reſtored to him a- 
gain, and to check the inſ0- 
lence of theſe people, Aﬀrer 
this, they impriſoned a Couſin of 
the ſaid Fathers, a Complice in all 
ais Contrivances, whom they put 
to a ſtrange torture; but, asif it 
had been nothing, he endured it 
with an incredible and marvellous 
conſtancy,nor could they ever draw 
from him the leaſt word concerning 
this matter. The ſame morning 
that Father 7tyer was taken, the 
Prefadent Daſir, Counſellour Bort, 
and Counſellour Caſtelnaut were al- 
{0 attached and commitcred to the 


Caſtle 
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Caſtle 4s Hs, and afterwards. re- 
leaſed upon their words. _ 

D*Afis", withdrew bimfelf from 
thele Intrigues, arid went to .his 
Brother the Biſhop of Lembes. 
in Ac the ſame time another. Frier 
h- Þ called Lande, by the means of a 
<< | Gentlewoman” named, Laure, | at- 
nd} rempted to gain Colonel Afarche, 
a- | who hearkned to the ſolicitations 
0- | of the Friars . brother, and; com- 
er | municated his delign to-the ſaid 
f | Widow, which was tq make uſe of 
ll Þ an hundred light horſe which: he 
t # commanded in the City , to deliver 
© | up a Gateto the Duke of. Caxdele, 
© | defiring this Widow to write him 
; | thedefign, and to inftrut him,.the 


moſt proper means to execute ;1f.5 
This Plot” was alſo communicated 
to the Jurare Robert, But-in. the 
end Colonel Marche himſelf dl. 
covered it ro Marr, and after, a 
few days Lenge revealed it. 10 the 
Price of Couty; whereupon the 

X Gent)... 
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ens was impriſoned and 
examined 11obg while in the Pre- 
lence of, Lawat, and maintained tg 
his face that he was the Author of 
all chis,; accufitig him, of infidelity 
and treac erouſneſs, whereupon he 
was laid” otd bn, Ind baniſhed from 
the Olmiera; And the Widow lent 
back: ty Ber Countrey- -hopſe. .... 

Ih the mean-while. the City of 
Nonſegr, wherein the Regiment of 
the Mirq uels ' of "Moppoullon, Jay 
Rove Garr on was ſurcendred to the 
Fen Sled the : Officers pre- 
dir VYbae! Joi thouſand Piſtols 
wer ts to ther, pat rchemlelves | I 
intq'His Majefties atite umpri- 
{yiied'r he Commiſfary » and. took 
frqn'Him 2g 000 ſumme of- money 
which he had'Tevied on Hol people 
rhereabours ; but the fer him 
free '#frerwards, with ſome Off: 
cers belonging to brag who, : 
the fame" 23000 | Hl 


hop beige 5 &, Ferme 4. ina 
Town 


PA p* 9 ends Rx Ht oy 2 
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OWn-n 5 by. This wa5a Prelude 
o the fa f; the Princes, rty,be- 
ins qefakent cheir_beſk; Troops, 
i1 a tme. when.they had nod need 
of them, aot contented co take 


pains chnrin ally for ſo'ſ U-profir, 
the hopes 9 I 4 ens daily. 


ing, which, 0. 
ED; v, bh. the Wes pe” 


and, Jufferances . of. thoſe, of, their 
par om 


Fern Accidents hapned,, 
@- WA Ngired this Party Þ. ore | 
ſe Pt aving 5 er 


> I By then the Fr of 
| becoming more, happy by the 
k change... of fort Wes ER er: ead of 
| Melt Ik | ;\ry'> WeYE f,-. 
4 they, encountred ed the molF oy” | 
pected misfortunes. A certain En- ; 
oincer., called Larfigze was ampri- 
fo ned, and 3599 [a dls taken q from. 
him. (ec. bim x0, the. Pillopy, , and 
barliþed. under, Pretence. that. he 
wrote £0 74115 'the-News of what 
X 2 hapneg 
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hapned .in Bowrdeaux. They ur 
reſted a veſſel 21ſo, aud [onfitcita 
rwenty five ©; thoufand | Crowns 
which belonged! to -Dxtch 'Mer- 
- chants for corn ſold in that City, 
and were carrying to Rochelle, e- | 
clating ir 16 be counterband goals, | 
wich thefe*dgd# ge; fie procees- 

ings s,thefg He MeiChanes” ad | 
the becter fort of. Citizens them: | 
ſelves' were fetrfibly tonched” and | 
exa(! explpers bl AEGINg, Fn withyyt' 
afeehce, y. exe '# 
bees PHIL ths Ja aojul, 
puini wats" iy wo nl 
"The Duke of 7 aydoſwe appeat- | 
ed W ithh is FleerTn the Garonne I | 
che bs ft ng of Feb/uary. and pre- x 
ow Miro b fild'a Fort in'che 
ME" Fl eg. ijk c<e | 
AA 0p "he Rivet -agd therefore y 
of great & fifequente: and whici | 
gave'nd: fizz)! trpablets obs. jel: 
bitants {Fs Bouftledss: (; ae 
hoot er? beiig many. char t 
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affected to the Kings party, it be- 
hoved - the reſt to be vigilant a- 
gainſt ſurpriſes- and ſratagemms, 


which were eafie to be put in pra- 


tice ih ſuch Conjunfures, 
The Curate of St. Peters, having 
exhorted his'Pariſhioners in a pyb- 


-lick Sermon to'ſhake off the yoke 


of their ſervitude, 'and-to withdraw 
themſelves from undzr' the * Autho- 
thority unlawfully uſurped by thar 
wicked counſel of the Olmijere, he 


ut |F - was taken and put in-prifon , © but 


the people of chat pariſh, who were 
very-affetionate to him, beginning 
to riſe, they were forced to let him 
go and eſcape away, for fear ſome 
greater- miſchief might follow : 


for thaſe' who are 7admitred to 


preach the' Word of ' God, have 
ereat power over the people when 


they denounce to them peace and 
quietneſs; for the ſame cauſe 


were baniſhed alſo-rthe Curates of 


St. Simon and' St." Rewi, with the 
X 3 Prior 
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. Fines, ang the Nominicens, . diver 
; ounigllars of-the Parliament, and 


ome Citzzens,; who were, conttat-F 
ed rather to undergo any perſecuti- 
on, then..to follow a- Faction ci-F 
reetly, contrary ;to the ſervice of 
the King; ſo that, the Parliament Þ 
being ax that. time, by, the, Advice | 
of Mazarige removed to Agen, that | 
at Bowrdeaux was (0 weakned that | 
there remained no more then nine | 
Counſellors, and ſome of: them(o | 
confuſed and. fearful, / that they | 


knew,not what to reſclye on. 

The Parliament at Ager, begin- 
ning to .affemble on the third of 
| March, the Sieut de 1s Lane, Second 


. Prior and Guardian 'of the Cap-f 


Pe ES i ns a 


5 | 
V 
> 
y 
' 
c 
| 

| 


. Prefident, preſided at- the opening | 
of the Parliament, ,\in the Preſence | 
of the Duke of Canaale., and the | 
Biſhop of Agen, the Sieur de Por” | 


#4c,. Preſident of the Treaſurers of 
france,. came thither with divers 0- 
ther well-affected perſons :. But i" 


$ our 
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"| Bourdeanx the ſuſpitions of ſome 


new Conſpiracy 'bzing revived, all 
poſſible diligence was uſed to in- 
terrupt it,and to maintain the Prin- 


4 ces Concerns in their vigour, Pro- 


clamation was made, that all ſtran- 
gers who were found in the City 
without employ, ſhould preſently 
cepart : All Inne-keepers, Taver- 
ners, and thoſe who let lodgings, 
were prohibited to receive any 
one without expreſs order and bjl- 
let from the Magiſtrate appointed 
for. that purpoſe ; Meetings were 
forbidden, and going abour in che 
night after ſuch an houre, and eve- 
ry where they kept vigilant 
Guards, to watch all ſurprizes, e- 
ſpecially becauſe the Neighboring 
Towns and Provinces were ever 
day more and more iacumbred wit 
Souldiers and people of the Kings 
party. rh 
And becauſe that by the taking 
of. Sarlat, Sallagnac, Terraſon, and 
X 4 other 
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other walled Towns of Perigerd, 
by the Princes Troops; the Soul- 
diery.over-ran all the Country, ts 
the great damage of that Province, 


The Marqueſs of Pompedor, Lieu- 


tenant of. the Province of Limeſin, | 
gathering together ſume of the Þ 


Kings Troops, /and divers G:ntle- 
men encountred the enemies near t0 


the Village St. Robert,in.the County 


of 1gea, defeated and deſtroyei 
them, and (ſo delivered the Coun- 
trey from the continual molelſtat.- 
en. of thee Souldiers, who were 
the more licentious by reaſon they 
wanted their pay, and were diſſa- 


tisfied with the Princes them(clves | 
whom they, ſerved, The Town of 


Montignac, maintaining it (elf in 1ts 
aue obedience to the King, did in- 
commodare all they could the Prin- 
ces forces, who loſt. the Caſtle of 
S»uris and other places, which &- 
ther rendred voluntarily, or were 
gained by the force of Armes, 
whereby 
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whereby thoſe of their party being 
reduced 'to ſtreight termes, 'the 
9 part of them were per[wa- 
ed by others example to return to 
-v- their due obedience... - - 
$ To theſe favourable events in 
1 Evienye, ſeconded'by other proſpe- 
- [x rous ſucceſſes: of the Kings party, 
4 was added the engagement upon 
the 28. of February in the Narrow 
$ Seas, berween the Engliſh and Hot 
- 8 lenders, each party glorying to have 
i» |} had the advantage; bur ſeeing 
re ff there was no great difference 1n 
y If the loſs of Veſſels, the Vicory 
- If remained - undecided,” ſo that the 
| Exeliſh being bufied in this new 
f Þ Warre, they were not in a poſture 
; || ro embrace thoſe reſolutions, which 
- || if they had been free, they might 
| have-taken; ' to- encourage the 1e- 
ditious in Bourdeans, and thereby 
have notably prejudiced the Crown 
of France, which certainly might 
have been reduced to great ſtrcights 


khd&/the .qn1 & {1d 0 bring aſlaul . 
by the- toy = fe of the Kin 
Qf:Sp&in, and, lhaken, by. inteſlic 
troubles, a5 had, beenalſo onthed 
ther {ide ſet up@n, by the, Engl: 
Hut:;the PrQpAti IS --JAte of, Fr gnct, 
&berdigate-t9. che, benigne Will 
Ged,; who giſpoſerh. of all thug} 
according: tothe Rule of his divir} 
Providence, |. preſerycd in theſe di} 
afters that .moſt-Chriftian King} 
dom, from-the dangerous EnterpirP 
zes Of . that Nation, which difer | 
pg in Religion and manners, woul | 
haye found a t qpporeunity;;0! | 
Puttangs France 1880) @: VELY, | Bret | 
ciforder; bur they governing = | 
ſelves:-by :violeat means,' took re(v- | 
lytions- very much different; from | 


what was {pipeted ;- fÞ-that 2COBr | 
aorankiyes the ;BAV60C- K 
uthority; 19 } 


£aſion- to.the Royal. 
recover ts ſtrength,letting the dil- 


4 


who fought by thei Factions and 


CabalsJ 


'obedient- want- forces, and thoſe | 


{ 


| 


\ | learnc4his good Maxime of. State, - 
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Cabals to difturb and oyerturn all, 
This was the Warre -againſt the 
Hollayders, to the ' promoting of | 
which, Cardinal; Mazaxine did fo 
much contribute by. his.ſecret Ma- 
nagements -and Arts,.' conſidering 
the damages the. Engliſh might do. 
the Freachwithout-ſuch a diverſion, 
Not to, interrupt;.by. a dignethon 
the :thread ' of our ;diſcourle : ,we 
ſhall only'rouch wpoa the principal 
motives of this War. | 

After the. Parliament ; of Zxg- 
lard had-made-- themſelves Maſters 
of that-Kingdom, and with-rheir 
victorious Arms alſo overcome the 
Kingdoms of Scotland and Ireland, 
they endeavour'd to keep them-, 
ſelyes armed, and to exerciſe them- 
{elyes with foreign wars, now that 
the Civil were at,an end. | Having | 


| 


to Keep open in their own body the 
neceſſary Preſervative of a Cau- 


| '£ | ur & our rhe 
Ys dan 9 , D boyling 
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boyling and 'malignity- of the pec- 
cantthumours, . 
- | Kt hapned then that wanting law- 
taFeauſe'fo break: with Fravce, and 
Held * back: by "divers Reaſons of 
State, no leſs then by the Arts ©! } 
Mazarine, who made - appear his | 
marvellous parts in dealing ſo dex- I} 
teroufly -with- a Nation: fo ill af |} - 
feed tothe French, they betook IF | 
thetmſclves to a War with Holland, | 
which having a glorious reputation 
afSea, ſeemed! not a-little to ob- 
ſcure the ancient ſplendour of the | 
redouced- and irrefiſtible power of 
the- Eneli ſr, on LOY: 
"Beſides, the natural emulation 
of 'border ing Nations, the ſecret | 
andaraficial encouragement'of rhe | 
Neighboring K ingdoms, 'did-pro- | 
mote theſe thoughts, who- obſer- | 
ving with an ill eye two powerful | 
Republicks on each hand, they | 
could not but ſuſpe&- choſe ſudden | 
Growths of vtates/ well furni ſhes! 
Wil 
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with Sea-forces. 'The Engliſh took 
their prerexc] from the Herring- 
Fithing, which the Hollanders uſed 
with great gain every year 'in/ the 
Orcades in the” North oF Scot- 
land. DIVE 

They pretendedthat the Hollan- 
ders had uſurped this Fiſhing-trade 
dy the negligence of their King, to 
the great derriment of the publick, 
and ther fore- not to be tolerated by 
a Nation, that for ſo many Ages 
held the principal dominion of the 
Ocean. On the contrary,the States 
of the UnitedProvintes maintain'd, 
thar by long poſſeſſion and ' ancienc 
cuſtom their right 'was ſufficiently 
lawful,and eſtabliſh'd with juſt rea+ 
* || fon; eſpecially - it Þcing never 
|| known thae che: Exgl;hh paſsdinto 

S thoſe ſeas fo fiſh. */ cg 

This -was the motive, for which 
both parties beginning tO 4rmes 
the one to pretend cultom 3 the 


. 1Ving 
other an exemption from plying 
ee oy” 
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caſtom,. and co preſerve their righ, 
they came at; length to an ope 
breach, to the great prejudice of 
both;their interelts, for-their chief 
eſt ſubſiſtence-confiſting 1n';Trade} 
and Navigation, which being. in-| 
terrupted, .they found the Warre.| 
ciprocally deſtraftive and pernici | 
ous., but eſpecially to Hollaw, | 
which being confined to a ,narros | 
Compaſs of.ground, with an wr} 
finite . of. people, their greateſt | 
wealth depends upon the Sea.. To | 
theſe Reaſons derived from State |} 
intereſt, ad particular profit, were | 
added. other cauſes alſo touching || 
Punciilio's of Reputation, the Ear |} 
lifh..pretending they had been at- . 
fronted by the Hellanders in divers j 
occaſions, and, principally -in_the- || 
Mallacre of their Embaſſador Do F 
ctor Doriſlaws at the Hague, killed | 
by the Exegliſh of the Kings party | 
and by the Adhereats of the Prince. | 
of 0ravge, Ta this.they joyned > > 


” Es 


% 
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ther Grievances, concerning the 
death.'of ſeveral of their- Nation 
flain,at Amboing,, where. they had 
{>tled_themſelyes,, the Hollanders 
being jealqus, of, the Commerce. of 
the Ingics, from which they drew 
great emoluments., The. Quarrel 
began. upon the meeting of ſome 
Exghſh Vellels_ with, ſome Hellan- 


ders, about, the, complemint gfe 
king ale; ..Fb tha lengers Tent 0+ 


ver Ari4x Paw Extraordinary Em- 
bafſador famous for the Treaty of 
Axſter, managed by him with the 
Spaniards; Duh he 0 Reap of Drivge 
ing,rhings 20 2, g90d epdJrather cx- 
a(pergted'che mynds of the Engliſh, 
ſo that the buſtneſs. going on to be 
decided by arins, much agaiaft the 
wiſhes of, cholF F- i mſterdgm lye- 
# cially,. ,wbo. deſired, rg, withdraw 
| chemſelyes from the dependence on 


the Houſe of Orange 3 The States 
of Holland were mach 510 6s Y 
butaeverthels(s, by thei ranged 


C1- 
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malriplie4 Vicorirs obtain'd . a+ 
gainſt the power of Spain, having 
rais'd th.ic fame to'thar height, that 
they were generally feared and e- 
ſteeined, and having made fo ad- 
vantageous a Peace with the Ca- 
tholick King, they refolyed notto 


prejudice their reputation by yield- , 


ins to the” threats and pretenſtons 
of England, and therefore mide 
litcle account of 'giving ſatisfac 
on to that Parlement'; bur provi- 
ding for the War, they ſer out a 
numerqus Fleet, ſo that every one 
prepating for Hoftility, many Mer- 
chants were taken and loſt on both 
ſides; and at length the Fleets 
meeting of above one hundred Ships 


a peu there followed divers Bat-' | 
rels and Sea- aphts, with reciprocal, | 
at each pretending | | 
-r0 the Yidory, no certain deciſion | 
could be made on't, the loffes and. | 
victories conſiſting in the number of | 
Velſlels that were: deſtroy d on ei*? 
p ther, 


datnage,” {0 't 
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| ther ſide,which neyer hindred them 
| trom. returning to Sea again, ready 
| fora new Engagement. Bur the 
| Hollanaers were very ſenſible of the 
| lo'S of their Admiral 77»mp, a Per- 
| fon of great value, and of great ex- 
0 | perience in Maritin? Aﬀaics, and 
-, | mach troubled that ſeveral Veſlels 
S Þ had nor perform'd their duty, 

© | reaſon they had not the Standard of 
* | the Prince of Orange, to whom 2 
- | great part of the Fleet ſhewed 
| | themſelves: much affected, to: the 
* | particular diſguſt of thoſe. of- 4m- 
- | -Berdam; jealous and no good triends 
| || to that Houſe. The Court of Fraxce 
\ | taking the opportunity of theſe dif- 
\ | ferences, applied chemſelves to {e- 
| | cure Gvienneand: Bowrdeanx, a City 

| | above all others diſpoſed to Re- 
/Þ bellionz; for the reduction. of 
\ | which : MAZLAYIME made all ne- 
cefſary preparatioDs 3 and there- 
fore befdes the fencing of re 


French Fleet 10tO the Fam 
and - 
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and the advancing of forces fron} 
all. parts into that . Province: he} 
gave himſelf ro make Overtr} 
of reconciliation with divers per-| 
fons, to ce if it were poſſible 1} 
terminate that War, vthiy by far} 
meansthen by Arms, which being} 
among their own people and ſub-IF = 
je&ts, whereſoever the Vikory fel * 
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it would turn to loſs. : 
The deſignes of the-Cardina} 7 
weat.on proſperouſly, as ſhall de] 1 
{ 


related hereafter, not only in thek | 
parts but in ethers alſo; io tle| 
mean time-he-did not fail to at | 
vigorouſly in. Champagne, to eak | 
the Countrey of the enemies Troops | 
where they: lay quartered: He | 
went to the Army which was reil- || 
forced: with divers troops , £00k | 
Barleduc, and havins paſſed the | 
River of Aiſne, attached Chaſteas | 
Porcien, where the Sieur de Briſſon 

commanded, with a ftrong Garri- | 
{on of old ſouldiers, which oy 
re 
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ared the place very, conſiderable, 
$<'Pccially. it being then the midſt of 
VWinter, a ſeaſon, improper for Ar- 

| avis to lie in the field. byte 
$S This difficulty was ſurmounted 
by the affeRionate and accurat aſli- 
ſtance of the Cardinal ,. ſo that al! 
3 labour and hardſhip ſeemed light co 
te ſouldiecy; who endured it, with 
g as great reſolution as they. ferved 
$ and followed him with affe&ion. 
& In ſeven dayes he took, Chaftean- 
8 .Porcien, & had alſo taken'Rhetel and 
# Saint Mephast if the ſeaſon had been 
leſs ſharpzand if the Prince of Code 
had not opportunely reinforced 
them with a great number of Soul- 
diers;wherfore theCardinal gaveo- 
ver the thought of them,and having 
put the army intq winter quarters 
made towards. Paris being often 

importuned by their Majeſties, 

He was met by the King bim- 
(-|f 'and the Duke of Axjou Iwo. 


leagues out of the City; His Majeſty 
rECELVE 
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Teceived him with extraordinay 
tenderneſs and affettion ; took hin 
iato his own Coach, and comingith 
in at St. Denis Gate, conducted hn 
throngh a great throng of peoplety 
the Lowore. N 
| +» The Cardinal took vp his Lodg-Ma' 
ps there, ro be. nearer, as firſt Mi-Far 
miſter of State, 'to His Majeſty; ie] 
was preſently viſited "by the Bodyſ 
of the Town-houſe, and by all the 
other Orders and Magiſtrates ; wh 
declared their acknowledgment f0r 
amen Mn 
taroughhis-care;and that all Fra 
was obliged to the conduct of lo} 
greata Miniſter, expreffing their 
Joy for his happy-return. Thou h 
matiy thought that how much the | 
| more kind they were in outward | 
appearance, ſo much the more cor 
rupted they were in-reatity, there 
being no-greater. malice *then tþat 
which 1s: hid under the mask 
diſfimulation. Yer I who have 


pro” 


rocured with much accurateneſs 
ad On experience, to inſtru 
y telf in the” knowledge of 
he nature . of thoſe pucr of of 
yhom I write, can ſay tothe glory 
df France, not to have found any. 
ation leſs addicted to” diſhmn- 

ation then this, which being free 
nd frank 'of- ſpeech; chinks? itrle 
of what 'is to come; '4nd\no- 
jMthing of what is paſt,' *'Who- 
ſoever ſhall conſider the contemprs 
and” abnfes "done in ' Faris to'the* 
nxme'' of the, Cardinal. if the; 
month of ' September "165 17 and 
ſhall compare them with the ho- 
10 nours and -welcome he received 
ir @ in the: monerh of Febrapry 1653. 
F will *herceive, that * the'_Fihe"of 
he ſl fifty thbuſarid Crowns ,? which 
xd i was fer upon his head; with 'all the 
- | ceproches & ignominies, with which 
re if his reputation was wounded, were 
it Þ nothing elſe but the effect of paſſion 
211 2150 .HR4ITT 20 of SDgfch 
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Seayaenre che, reſchal de,7il- 
ters Fi and th Jar Might, was fignali- 
gamber of Bone 
TE N45 
A 26 AD Ea: a qual 
oney.amgnelt the peo 
had rl i i aWg 10 


wy phgetbas bs hs. : 2 


s,.of t 


*TIH3Q 01 * 
ſes 20d 9 
COrWAr), 


2ie ys 
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brought 


which belde prudently Lifcoble et: 
by, Magarineglgeved, him afcerward; 
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' coup t with him his three Nieces 

which, were met out of the gate of 
." St. Hanore by the Pincefle ;of Ca- 
' rignan; Louiſe her daughger bythe 
Mareſchall, de Guebrian's Lady,. by 
the Marchioneſle of Amposs: and 
many other, ladics of quality, Theſe 
- | | Ladies were lodged alſo inthe Lou- 
1* | vie in an apartment. by -themſclves, 
over the Queens Lodgings. 

The King hag not conferred any 
Office or Charge, cither, Ecclelt- 
aftical or Secular, ſince his Recurti;! 
although, there were many vacant, 
"| and agreat number of; Pretenders, 
7 | willing to. ſtay for che. Cardinal, 
xl and give him.the honous/of confer- 
; ring. them, | He. was, £Xactly > HOPE: 

formed of. the deſexvings. of. cach 
': | particplac perſon, fo, har Keeping 
every, one in, hopes, 39 FecelVe. Ft- 
; wards \ ; proportionadly :;t < their 
" | worth; he gendred them, moreſea-: 
: | dy and zealous! to 5hg:Kingy der-" 
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-2 The King had paſſed the +Evjox 
of theznews Hons; -and'.thi: 

patched »a}.1tther chings which 
wighd Yound/ leſs: oratefu}+ infthe 
ears oÞ*the people 3, leſt-thar doing 
chem after>che Cardinals return; 
chey ſhonld ſeepvio be ſuggeſted by 
edu) mare Iv whom 


they mightrepew-the pretences of 
thoſe Io ren formerly though 


ery ey had laid to his 
| four Gar» the 'Cardinal; by 

rms Hog tcial favour, ha 
ving the di of the Benefices of 
the-Ghurch and divers other offices 
on :the-Court:and Kingdom, he be- 
gan preſently to diſtribute them to 
thoſethe jadped moſt deſer ving,and 
maſÞfit'to/he einployed in His M4: 
jaKies- ſervice; Aderainiing 4: confi+ 
derable part vacaiiti9o: keep thoſe 
that remained 2+ rhyt time exclu- 
dei HoPeSttnd obadictice; know: 
inp-by Sxpbridbce) tha/ekes prend 
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are a5 ready to ſerve when they hope 
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to be recompen(ed , as negligent to 
p:rforme, when they have obtained 
their defares. 
He conferred the office of Super- 
iatenc.ant of the Finances, vacant 
by the death of the Marquis of Yje- 
vill:, apon the a count de Servient 
Miniſter of State who had deſerved 
well of the Crown, being very 
cordiall in the Kings ſervice, and 
grown aged in the courſe of many 
uſeful negotiations, towho.n hejoin- 
ed the Sieur de Foyqnet Procurator 
General, who was alſo made Mini- 
ter of ſtate,a perſon of great worth 
for his conſtant fidelity towards the 
King, whom in all things,but par- 
ticularly in the removall of the 
Parliament to Poztoiſe he had (er- 
ved with great zeale, ſo that at this 
> | time there was two Super-IAten- 
' | dants of the Finances 1n Fraxce a5 
' | alſoa Chaxcellonr anda Keeper ot 
' | the Seal, which though it ſeemed 
firange yet had becn practiſed at 


Y other 
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Feceived him with extraordinanhhg 
tenderneſs and affection $; took him 
iato his own Coach, and coming 
in at St. Denis Gate, conducted him 
throogh a great throng of peopleto 
the Louvre, | 
|  » The Cardinal took vp his Lodg- 

ings there, ro be.nearer, as firſt Mi- 
miſter of State, 'to His Majeſty, Þe | of 
was preſently viſited "by the Body | thi 
of the Town-houſe, and by all the | (6: 
other Orders and Magiſtrates ; wh | ant 
declared their *acknowledgment f0r | na 
many fingular-adyantages: received | m 
throughhis-care,and that all Fraxct | ih 
was obliged to the conduct of ſo n 
greata Miniſter, exprefling the! | it 
joy for his- happy return. Though y 
matiy thought/that how much the | f 
more kind they were in outward | \ 
appearance, ſo much the more cor- | ! 
rupted they were in-reatity, there 
being no/greater malice *then that 
which is hid under the mask- of 
ciſfimulation. Yer 1. who have 
pro- 
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xrocured with much accurateneſs 
Thad long experience, tn ID 
binny (elf in the knowled ge of 
lng the nature , of thoſe - perſons of 
hin Jwhom 1 write, can ſay tothe glory 
etoflof France, not to bave fqund any. 
Nation leſs addicted to” 'diſhimn- 
dg. lation then this, which bein Lol 
Mi- Jand' frank (of ſpeech; chinks 
he of what is Þ comet an 
dy thing © of what is Who: 
ie | ſoever ſhall conſider t Tired 
ho I ani Hg res op Paris. ij t ne 
or Þ name's e, Cardi it 
ed | month of / Septimber © "5a an 
c | ſhall compare them with' the ho- 
0 | nours* and - welcome 'he received 
Cryin "the: monerh of Ftbyapry 1653+" 
i | will perceive, " thar * the _Fihe” 
e | fifty” buſarid. ext Which 
was fet upon his head} with "all the 
reproches & ignominies with which 
his reputation was wounded, were 
aohing: ſc but the effect of paſſion 
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cover his perl: bal more, ma- þ 
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Ti cought with him his three Nieces 
i; (which, were met, 0ug.,of the: gate of 
"BS. Honor by the Pinceffe jof Ca- 
$riexan; Louiſe ber daughger byshe 
Mareſchall, 4 Guebrian's. Lady,. by 
the Marchioneſſe of ' Amposs: and 
many. other ladics of quality, Theſe 
| Ladies were Jodged.alſo inthe Lou- 
bh vie in an, apartment. by-themſclves, 
.; | over the Queens Lodgings...; | | 
: The King hafl not conferred any 
-” | Office or Gharge, cither; Eceleſi- 
i | aftical or Secular, ſince-his Recurtiz 
® | although, there were-many vacant, 
"| and agreat number | of; Prezetiders, 
4 | willing to..ſtay for- the: Cardinal, 
{ and give him the honous! of confer-. 
a I ng. them, *}; He, Was, :£xackly- 1+: 

formed: of. the deſexvings. of;i each 


* | particular perſen,, Co, thar kreping: 
- | every one in, bopes, 39 receive! re- 
F. | wards, proportionably,;;:20; ;cheix- 


worth,: he xendred them, mate:tea-. 
: | dy and zealous! £0-4h:Kings: der»! 
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v Lhe The Xing had paſſed che +Evjor || to 
oath -2nd/.CHl?' } p*r 
—— ther chin ngs: which || the 
wighd Yound/ leſs; gratefu}+ infthe 
ears ofthe people 3:7 leſt:thar doing 
Cakes Cardinals return; 
combos ſhould ſeepy40 be* ſuggeſtc#by 
the Natiftqr.of\vrave,ng ain ft who 
they mightrepew-thi pretences of 
thoſe Ir open ormierly though 
wrongfully,” they - had .laid to his 
change fothar the Cardinal, by 
His /Mye#ies-ſpecial fayoyr; ha- | ec 
ving the diſpsaliof the Benefices of | G 
the-Qhurch and divers other offices | (t 
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He conferred the office of Super- 
intenc.ant of the Finances, vacant 
by the death of the Marquis of Yie- 
vill:, apon the a count de Servient 
Miniſter of State whe had deſerved 
well- of the Crown, being very 
cordiall in the Kings ſervice , and 
grown aged in the courſe of many 
uſeful negotiations,towho.n hejoin- 
ed the Sieur de Foxquet Procurator 
General, who was alſo made Mini- 
ſter of ſtate,a perſon of great worth 
for his conſtant fidelity towards the 
King, whom in all things,but par. 
ricularly in the removall of the 
Parliament t5 Poptoiſe he had ſer- 
ved with great zeale, ſo that at this 
time there was two Super-inten- 
dants of the Finances in Frarce as 
alſo a Chaxcellonr and a Keeper of 
the Seal, which though ic ſeemed 


Rrange yet had been practiſed at 
Y - other 


other times, and namely, under the 
miniſtery of Cardinal R:chelien, 
To theſe Superintendauts were 
joyned four Intendants of the {ame 
Finances, who were the Sicxrs de 
Paget , de Boiſleve, de Hauſſet, aud 
ade Briſacicrs , beſides this, be gave 
good orders for the payment of the 
Kings revenues, to the relief and 
ſatisfaction of the Farmers, and 
Cardinal Antonio Barberiz COMIN 
to Paris at this time, the dignity of 
great Almoner of France Was COn- 
ferred upon him , Yacant by the 
dcath of Cardinal Richilies Archbi- 
thop of Lions. This was cone by 
Mazarin tv make his oratitude the 
more conſpicuous , aud to oblige 
him he conferred it on, more 
ſtreightly to the Crown, eſteeming 
his aſhſtance in Rume neceſlary for 
the Intereſt of France, ſince that 
Carcinal Franceſco his brother had 
SLVEn {om jealouſie of his intentions 
having lately done ſome ill offices i 


his 


wn eine ere oonalt> dn 29%... nos Ek 


Cardinal MAZARINE. 495 


his tare Letters :to His Majeſtic 
touching the direction of the Go- 
yernment. 

[c was diſcours'd at Court, that 
Barbarin tad changed his firſt in- 
clinations, having been gained by 
the Pope and the Spaniards, upon 
the hopes of having the Eccleſiaſti- 
cal Revenues of Naples and Sicily, 
reſtored to him, and the money {e1- 
zed upon in Rowe by the Chamber- 
lains when the Pope pretended to 
ruine the family of the Barberines, 
by forcing them to an account. 

The Pope was inclined to a re- 
conciliation with the Barberines, 
becauſe having not long to live, he 
thought it not convenient to leave 
his Kindred at variance with theſe 
great perſons, who were till yery 
powerful in Rome ; the Spaniards 
alſo concurred herein, thereby to 
diſengage” this Family from heir 
dependence on France, ttat they 
might not oppoſe them in tie 

00 Y 2 Election 
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486 © The Hiltozw of 
Ele&ion of 2 New Pope. ,.. 
| Cardinal Fraxceſcs cheriſhing 
him(elf (as was ſuppoſed) with 
theſe hopes, complain'd, having na 
0ther pr. tence,that they made little 
account of him in France, ſccing 
that Cardinal Mazarine had. mac: 


' o 


r1d his Neece to the Duke vf Mey-, 


Zur, Without, concerning bimlclf 
to finde out a Match for. the Pin: 
cels Lucretia. Barberixi, at which be 
maniteſted ſo much ditplcaſure,that 
he ſent his Nephew . the Abbot 


Don Mafſee $0, Lions, to. bring away, 


privately, the (aid Princeſs and 
the Prince Dox Carlo Prefect of 
Kome into the Countrey of Yicenz4 
in 1taly,which was done while Car- 


dinal Antonio was at Paris, Without - 


his having the 1:aſt inckling of it. 

This reſolution ſeemed ſtrange 
France, and the more, becauſe 
tte {ame Cardinal Barbarine had 
{ent his Couſin Colonel Faini, 4 
Peron of preat value ang eſteem, 


{ome 


in 


— 
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ſome years before into France, *0O 
ratifie the Eſpouſals betwixt that 
Prince and his ſaid Neece. 

"After this ugiting of Cardinal 
Baiyberin with the Pope, to engage 
that' family to him by a ftrei 4 
Tye; 'a Marriage was concluded 
berween Don Maffto Barbarine,, at 
that” time* Abbor, and; a Grand 
Neeceof his Holineſs, in confide- 
ration of which, -the Prince Go- 
vernour was promored to the Car- 
dinalſhip; who renounced his- Pri-. 
mogechtirure! co his'Bror bes Bee: 
groin, 45 kereafter thall be Taid, 
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